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GENUINE GALAXY STANDARD WALL 
A/C HOSE - 4826 


The most popular hose, Galaxy 4826 15 a 
polyester reinforced, spiral barrier hose. It 
is classified as SAE J2064 TYPE C Class Il. 
Produced to SAE J51 dimensions. 


Two polyester spiral barrier hose 

J51 ል ІІ outside diameters 

Compatible with R-12 / R134a refrigerants and Mineral Oil / PAG's 
Dimensionally stable 

Highly flexible - easy to route 

Permeation: 1.77 Kg /m2 / year 

Moisture ingression: 0.056 а / cm2 / yr 

Temperature range: -40°F to 257? Е (-40°C / 125°C) 


Construction: «CR PA NBR PET NBR PET EPDM » 


Inside Diameter Outside Diameter 
t k 


Genuine Galaxy A/C Hose 


Highgate 


GENUINE GALAXY THIN WALL 
A/C HOSE - 4890 


OEM Level barrier refrigerant hose. Approved 
by many ОЕМ around the globe for its 
excellent performance. 


Light weight and flexible for easy routing 

Compatible with R134a and many other vehicular refrigerants 
Compatible with PAG oil and other popular lubricants 
Chloroprene blend tube compound 

Extruded polyamide barrier for low permeation 

Single braid polyester reinforcement 

Chlorobutyl cover compound for low moisture ingression 
Permeation: 2.3- 2.6 Kg/m2/yr (tested at 80°C) 

Moisture ingression: 0.033g/cm2/yr 

Temperature range of -40°F to+275°F (-40°C to +135°C) 


Construction: <CR PA NBR PET CIIR> 


-6 5/16 8 0.307 | 0.337 | 7.8 8.6 0.719 | 0.781 | 18.3 | 19.8 | 0.20 0.30 -6 5/16 8 0.309 | 0.339 | 7.9 8.6 0.560 | 0.600 | 14.2 | 15.2 | 0.09 0.13 
sti 13/32 | 10 0.401 |0.436 | 10.2 | 11.1 0.875 | 0.937 | 22.2 | 23.8 | 0.28 0.42 -8 13/32 | 10 0.410 | 0.440 | 10.4 | 11.2 | 0.660 | 0.700 | 16.8 | 17.8 | 0.12 0.18 
-10 1⁄2 13 0.490 | 0.535 | 12.4 | 13.6 | 0.969 | 1.031 | 24.6 | 26.2 | 0.33 0.49 -10 1/2 13 0.490 | 0.530 | 12.5 | 13.5 | 0.745 | 0.785 | 18.9 | 19.9 | 0.13 0.19 
2121 5/8 16 0.615 | 0.660 | 15.6 | 16.8 | 1.094 | 1.156 | 27.8 | 29.4 | 0.38 | 0.57 -12 5/8 16 0.615 | 0.655 | 15.6 | 16.6 | 0.910 | 0.950 | 23.4 |241 | 0.20 | 0.30 


N2 12 Hose images are Hose images are 
N2 10 actual sizes. actual sizes. N2 12 
N2 10 
№8 
P O O 
НО-21122 НО-21102 НО-21082 НО-21062 НО-21160 HO-21180 HO-21200 HO-21212 
PART N? DESCRIPTION PART N? DESCRIPTION 
HO-21062 N°6 Standard AC Hose - Linear meter HO-21160 N°6 Thin AC Hose - Linear meter 


HO-21062-5 N?6 Standard AC Hose - 5m Roll 


HO-21160-5 N°6 Thin AC Hose - 5m Roll 


HO-21062-15 | N?6 Standard AC Hose - 15m Roll 


HO-21160-15 N°6 Thin AC Hose - 15m Roll 


HO-21062-25 | N?6 Standard AC Hose - 25m Roll 


HO-21160-25 | N°6 Thin AC Hose - 25m Roll 


HO-21082 N°8 Standard AC Hose - Linear meter 


HO-21180 N°8 Thin AC Hose - Linear meter 


HO-21082-5 N°8 Standard AC Hose - 5m Roll 


HO-21180-5 N°8 Thin AC Hose - 5m Roll 


HO-21082-15 | N°8 Standard AC Hose - 15m Roll 


HO-21180-15 N°8 Thin AC Hose - 15m Roll 


HO-21082-25 | N°8 Standard AC Hose - 25m Roll 


HO-21180-25 | N°8 Thin AC Hose - 25m Roll 


HO-21102 N°10 Standard AC Hose - Linear meter 


HO-21200 N°1O Thin AC Hose - Linear meter 


HO-21102-5 №10 Standard AC Hose - 5m Roll 


HO-21200-5 №10 Thin AC Hose - 5m Roll 


HO-21102-15 N°1O Standard AC Hose - 15m Roll 


HO-21200-15 | №10 Thin AC Hose - 15m Roll 


HO-21102-25 | №10 Standard AC Hose - 25m Roll 


НО-21200-25 | №10 Thin AC Hose - 25m Roll 


HO-21122 N°12 Standard AC Hose - Linear meter 


HO-21212 №12 Thin AC Hose - Linear meter 


HO-21122-5 N°12 Standard AC Hose - 5m Roll 


HO-21212-5 №12 Thin AC Hose - 5m Roll 


HO-21122-15 N°12 Standard AC Hose - 15m Roll 


HO-21212-15 №12 Thin AC Hose - 15m Roll 


HO-21122-25 N°12 Standard AC Hose - 25m Roll 


HO-21212-25 | N?12 Thin AC Hose - 25m Roll 
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Eaton A/C Hose 


HOSE, FITTINGS & ASSEMBLIES 


EATON GH134W THIN WALL A/C HOSE 


Eaton GH134W hose is a high quality multi-refrigerant 
A/C hose for use in transportation, refrigeration 
and air conditioning systems. It is classified as 
SAE J2064 TYPE E Class l. 


* Multi-refigerant - compatible with R134a, R404a & RAO7C 

* Dual extrusion veneer (polymide) core tube for oil & refigerant compatibility 
* Second core tube bonded to first for near zero permeation 

* Excellent flexibility and kink resistant 

* Temperature range: -AO?C to 135°C 

* Rated to working pressure of 5OOpsi (34.5bar) 

* Minimum burst pressure of 2000psi (137.9bar) 


See page 725 for our range of E-Z Clip fittings. 


PART N° DESCRIPTION HOSE 1.0 HOSE O.D. MIN. BEND RADIUS 
MM FRACTION MM FRACTION MM FRACTION 
HOE-22062-15 N°6 Thin AC Hose - 15m Roll 7.9 5/16 14.7 37/64 50.8 2 
HOE-22062-30 | М°6 Thin AC Hose - ЗОт Roll 7.9 5/16 14.7 37/64 50.8 2 
HOE-22082-15 М°8 Thin AC Hose - 15m Roll 0.3 13.32 17.8 45/64 63.5 215 
HOE-22082-30 | М°8 Thin АС Hose - 30m Roll 0.5 13/32 17.8 45/64 63.5 215 
НОЕ-22102-15 №10 Thin AC Hose - 15m Roll 27 1/2 19.8 25/32 76.2 3 
НОЕ-22102-30 №10 Thin AC Hose - 30m Roll Doll 1/2 19.8 25/32 76.2 5 
НОЕ-22112-5 М°12 Thin АС Hose - 5m Roll 59 5/8 24.9 63/64 101.6 7 
НОЕ-22112-15 М°12 Thin АС Hose - 15т Roll 5.9 5/8 24.9 63/64 101.6 7 
HOE-22112-30 №12 Thin AC Hose - 30m Roll 59 5/8 24.9 63/64 101.6 7 


E-Z CLIP E 


THE HEAVY DUTY SOLUTION 


Tired of leaking hoses? 
Ask about E-Z Clip today, 22 


for the perfect seal! | I 


Eaton E-Z Clip fittings are an easy-to-install, high-quality clip 
system similar to Lokclip, utilising a barb with two o-rings and 
two clips that crimp down оп the hose. 


They are designed to use only Eaton GH134W Thin-wall hose. 


* No guess work 
No leaking crimps 
No power supply needed 
* Multi-refrigerant - compatible with 81548, R404a & R407C 
Dual extrusion veneer (polymide) core tube for oil & refrigerant compatibility 
Second core tube bonded to first for near zero permeation 
* Excellent flexibility and kink resistant 
Rated to working pressure of 500рѕі (34.5bar) 
Minimum burst pressure of 2000psi (137.9bar) 


See page 724 for more information. Easily crimp for a perfect seal. 


Hose Fitting Identification, Lokring Identification, Tube Sizes 
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FITTING TYPE 


BARB 
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FITTING TYPE 


LOKCLIP 
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LOKRING то 


LOKRING 
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HOSE FITTING IDENTIFICATION 


MALE 


FLARE 


FEMALE 


CAPTIVE O-RING 


0) ፤ 


FITTING TYPE 


BEADLOCK 


FEMALE 


O-RING 


FEMALE 


SPRINGLOCK 


L- 


FITTING TYPE 


REDUCED BEADLOCK 


1/4”МЕ SWITCH PORT 


R12 ACCESS PORT 


ә 


LOKRING IDENTIFICATION 


LOKRING то 


BEADLOCK 


(52-4 


< 


LOKRING TO 


REDUCED BEADLOCK 


TUBE SIZES 
9.5MM 12.7MM 16MM 
N°6 N°8 N°10 


>: 
U 


MALE 


SPRINGLOCK 


| 19 


FITTING ТҮРЕ 


Е-2 CLIP 


LOW (13MM) HIGH (16ММ) 


R134A ACCESS PORT 


LOKRING TO 


LOKCLIP 


же 
E 


Images are actual size. Outside 
measurement of tube behind nut. 


19MM 


№12 
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Beadlock Hose Fittings - Steel 


FEMALE FLARE STEEL BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59606 STRAIGHT - N°6 STD. STEEL 
< ° HF-59608 STRAIGHT - N°8 STD. STEEL 
ІМ - | Щи НЕ-59610 STRAIGHT - N°10 STD. STEEL 
Е НЕ-59612 STRAIGHT - №12 STD. STEEL 
- НҒ-59626 45? - N°6 STD. STEEL 
% “= — I чә E HF-59628 45? - N°8 STD. STEEL 
\ inm 1 НЕ-59630 45? - N°10 STD. STEEL 
HF-59632 ЯМЫ 5 91 25౯ 
НЕ-59636 ROP INI) SID), ౯|| === 
- в. чцы | НЕ-59638 90? - №8 STD. STEEL 
fe) HF-59640 ФОР = INFO) SÐ Па І. 
НЕ-59642 or = NAP Sib; ЛЕЕВ 


FEMALE O-RING STEEL BEADLOCK 


IMAGE PART N° DESCRIPTION 
HF-59726 STRAIGHT - N°6 STD. STEEL 
A — HF-59728 STRAIGHT - N*8 STD. STEEL 
U >) «መ НЕ-59750 STRAIGHT - №10 STD. STEEL 
ý HF-59732 STRAIGHT - N°12 STD. STEEL 
_ HF-59746 45° - N°6 STD. STEEL 
A ) -. መጨ Í L HF-59748 45° - N°8 STD. STEEL 
\ 4) | | HF-59750 45? - №10 STD. STEEL 
HF-59752 45° - N°12 STD. STEEL 
HF-59756 90° - №6 STD. STEEL 
1 $ НЕ-59758 90° - №8 STD. STEEL 
6) ! НЕ-59760 90° - N°1O STD. STEEL 
HF-59762 90° - N°12 STD. STEEL 


FEMALE O-RING STEEL REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59736-R STRAIGHT - №6 RED. STEEL FOR THIN WALL HOSE REDUCED 
1 Ча HF-59738-R STRAIGHT - №8 RED. STEEL FOR THIN WALL HOSE REDUCED 
| መፃ «4.- HF-59740-R STRAIGHT - №10 RED. STEEL FOR THIN WALL HOSE REDUCED 
| HF-59742-R STRAIGHT - №12 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59746-R 45? - N°6 RED. STEEL FOR THIN WALL HOSE REDUCED 
N ወኢ! HF-59748-R 45? - N°8 RED. STEEL FOR THIN WALL HOSE REDUCED 
\ ነ | — HF-59750-R 45? - N°10 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59752-R 45? - №12 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59786-R 90° - №6 RED. STEEL FOR THIN WALL HOSE REDUCED 
~ 1 е HF-59788-R 90° - №8 RED. STEEL FOR THIN WALL HOSE REDUCED 
5 ዕ HF-59790-R 90° - N°10 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59792-R 90° - №12 RED. STEEL FOR THIN WALL HOSE REDUCED 


| 
ë 
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Beadlock Hose Fittings - Steel 


ЕЕМАГЕ O-RING SHORT DROP STEEL ВЕАОГОСК 


PART N? DESCRIPTION 

НЕ-59836-5 90? - N°6 STD. STEEL SHORT DROP 
HF-59838-S 90? - №8 STD. STEEL SHORT DROP 
НЕ-59840-5 90° - N°10 STD. STEEL SHORT DROP 


MALE INSERT O-RING - STEEL BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59906 MIO-BL - STRAIGHT - N°6 STD. STEEL 
ያዮ“ ዳ ў НЕ-59908 MIO-BL - STRAIGHT - N°8 STD. STEEL 
и < HF-59910 MIO-BL - STRAIGHT - №10 STD. STEEL 
¥ “ 
НЕ-59912 MIO-BL - STRAIGHT - N°12 STD. STEEL 
— am; wi 
W — HF-59914 MIOR-BL - 45° - N°12 STD. STEEL 
ጨኤፌ...... 
li 
HF-59942 MIOR-BL - 90° - N°12 STD. STEEL 


MALE INSERT O-RING STEEL REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 
| HF-59926-R | STRAIGHT - №6 RED. STEEL REDUCED 
እ КК. KV” d HF-59928-R | STRAIGHT - №8 RED. STEEL REDUCED 
LY < HF-59930-R | STRAIGHT - №10 RED. STEEL REDUCED 
: HF-59932-R | STRAIGHT - N°12 RED. STEEL FOR THIN-WALL HOSE REDUCED 
< HF-59946-R | 90° - №6 RED. STEEL FOR THIN WALL HOSE REDUCED 
и T 93 | HF-59948-R | 90° - №8 RED. STEEL FOR THIN WALL HOSE REDUCED 
з а / HF-59950-R | 90° - №10 RED. STEEL FOR THIN WALL HOSE REDUCED 


MALE O-RING STEEL BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59966 STRAIGHT - N°6 STD. STEEL 
p i Y HF-59968 STRAIGHT - N°8 STD. STEEL 
( | ማኝ Á HF-59970 STRAIGHT - N°10 STD. STEEL 
HF-59972 STRAIGHT - N?12 STD. STEEL 
HF-59976 45? - N°6 STD. STEEL 
же - | НЕ-59978 45? - N°8 STD. STEEL 
\ Шк НЕ-59980 45? - N°10 STD. STEEL 
HF-59982 45? - N°12 STD. STEEL 
HF-59986 ሀ ПО ПВ» ЗЕЕ 
4 HF-59988 90? - №8 STD. STEEL 
e 2 ( НЕ-59990 90° - N°10 STD. STEEL 
HF-59992 CoP МАРА Sib, TERE 
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Beadlock Hose Fittings - Steel 


MALE O-RING STEEL REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59966-R STRAIGHT - №6 RED. STEEL FOR THIN WALL HOSE REDUCED 
መጻ Y HF-59968-R STRAIGHT - №8 RED. STEEL FOR THIN WALL HOSE REDUCED 
сана HF-59970-R STRAIGHT - №10 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59972-R STRAIGHT - N°12 RED. STEEL FOR THIN-WALL HOSE REDUCED 
= " HF-59976-R 45? - N°6 RED. STEEL FOR THIN WALL HOSE REDUCED 
M ፤ 
ኒ | j HF-59978-R 45? - N°8 RED. STEEL FOR THIN WALL HOSE REDUCED 
- ! HF-59980-R 45? - N°10 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59986-R 90? - №6 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59988-R 90° - №8 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59990-R 90° - N°10 RED. STEEL FOR THIN WALL HOSE REDUCED 
HF-59992-R 90° - №12 RED. STEEL FOR THIN-WALL HOSE REDUCED 
FEMALE FLARE STEEL BEADLOCK WITH R134A ACCESS 
IMAGE PART N? DESCRIPTION 
HF-60512 STRAIGHT - N°12 STD. STEEL WITH R134a ACCESS 


FEMALE O-RING STEEL BEADLOCK WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
_ НЕ-60586 STRAIGHT - N°6 STD. STEEL WITH R134a ACCESS 
( Á HF-60588 STRAIGHT - N°8 STD. STEEL WITH R134a ACCESS 
a K> HF-60590 STRAIGHT - N°10 STD. STEEL WITH R134a ACCESS 
HF-60592 STRAIGHT - N°12 STD. STEEL WITH R134a ACCESS 
ÆÐ HF-60606 45? - N°6 STD. STEEL WITH R134a ACCESS 
фа НЕ-60608 45? - N°8 STD. STEEL WITH R134a ACCESS 
й «ЕО НЕ-60610 45? - N°10 STD. STEEL WITH R134a ACCESS 
ь НЕ-60616 90? - №6 STD. STEEL WITH R134a ACCESS 
4 е > " - НЕ-60618 90? - №8 STD. STEEL WITH R134a ACCESS 
e) -| НҒ-60620 90° - N°10 STD. STEEL WITH R134a ACCESS 
НҒ-60622 90° - №12 STD. STEEL WITH R134a ACCESS 


ЕЕМАГЕ O-RING STEEL REDUCED BEADLOCK WITH R134A ACCESS 


ІМАСЕ PART N? DESCRIPTION 

HF-60596-R STRAIGHT - №6 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
HF-60598-R STRAIGHT - N°8 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
HF-60600-R STRAIGHT - N°10 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
HF-60626-R 45? - N°6 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
HF-60628-R 45? - N°8 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
HF-60630-R 45? - N°10 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
HF-60646-R 90? - №6 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
HF-60648-R 90? - №8 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
HF-60650-R 90° - N°10 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 
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Beadlock Hose Fittings - Steel, Beadlock Fittings - Weld-on 


Highgate 


MALE O-RING STEEL BEADLOCK WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
< 2 HF-60706 STRAIGHT - №6 STD. STEEL WITH R134a ACCESS 
Un А 

д (ሽሽ) = = HF-60708 STRAIGHT - №8 STD. STEEL WITH 81548 ACCESS 
HF-60710 STRAIGHT - N°1O STD. STEEL WITH R134a ACCESS 

R HF-60008 90? - №8 STD. STEEL WITH R134a ACCESS 

vest 
р е НЕ-60010 90° - N°10 STD. STEEL WITH R134a ACCESS 


MALE O-RING STEEL REDUCED ВЕАОГОСК WITH В134А АССЕ55 


IMAGE PART N? DESCRIPTION 


HF-60706-R STRAIGHT - N°6 RED. STEEL WITH SERVICE PORT FOR THIN WALL HOSE REDUCED 


CHECK ONLINE 
HF-60710-R STRAIGHT - N°10 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE REDUCED 


WELD-ON STEEL REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-56786 RED. N°6 HOSE - N°6 PIPE, WELD-ON, STEEL REDUCED 
`. HF-56788 RED. N°8 HOSE - N°8 PIPE, WELD-ON, STEEL REDUCED 
1! የ ዘዮ-56790 RED. N°10 HOSE - №10 PIPE, WELD-ON, STEEL REDUCED 
ም።>ን?ገን፡ች፡፡ ት ዘዮ-56792 RED. N°12 HOSE - N°12 PIPE, WELD-ON, STEEL REDUCED 
HF-56794 RED. N°10 HOSE - N°12 PIPE, WELD-ON, STEEL REDUCED 


WELD-ON STEEL BEADLOCK 


IMAGE PART N° DESCRIPTION 
HF-56546 STD. - N°6 HOSE - N°6 PIPE, WELD-ON, STEEL 
` > | НЕ-56548 STD. - №8 HOSE - №8 PIPE, WELD-ON, STEEL 
ў \ НЕ-56550 STD. - N°10 HOSE - N°10 PIPE, WELD-ON, STEEL 
| НЕ-56552 STD. - N°12 HOSE - N°10 PIPE, WELD-ON, STEEL 
u HF-56562 STD. - N°12 HOSE - N°12 PIPE, WELD-ON, STEEL 


WELD-ON ALUMINIUM REDUCED BEADLOCK 


IMAGE PART N° DESCRIPTION 
HF-56706 RED. N°6 HOSE - N°6 PIPE, WELD-ON, ALUMINIUM REDUCED 
е НЕ-56708 RED. N°8 HOSE - N°8 PIPE, WELD-ON, ALUMINIUM REDUCED 
ነ НЕ-56710 RED. N°10 HOSE - N°10 PIPE, WELD-ON, ALUMINIUM REDUCED 
d] —— HF-56712 RED. N°12 HOSE - N°12 PIPE, WELD-ON, ALUMINIUM REDUCED 
HF-56714 RED. N°12 HOSE - N°10 PIPE, WELD-ON, ALUMINIUM REDUCED 
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p Celebrating 50 years of Highgate Air! 699 


SINCE 


1969 Beadlock Fittings - Weld-on, Beadlock Hose Fittings - Aluminium 


WELD-ON ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-56506 STD. - N°6 HOSE - N°6 PIPE, WELD-ON, ALUMINIUM 
HF-56508 STD. - N°8 HOSE - N°8 PIPE, WELD-ON, ALUMINIUM 
| Y - ' HF-56510 STD. - N°10 HOSE - N°10 PIPE, WELD-ON, ALUMINIUM 
j HF-56512 STD. - N°12 HOSE - N°10 PIPE, WELD-ON, ALUMINIUM 
— - HF-56522 STD. - N°12 HOSE - N°12 PIPE, WELD-ON, ALUMINIUM 


FEMALE O-RING ALUMINIUM BEADLOCK 


IMAGE PART N° DESCRIPTION 
HF-59225 STRAIGHT - N*5 STD. ALUMINIUM 
ү: НЕ-59226 STRAIGHT - N°6 STD. ALUMINIUM 
| 1 У = HF-59228 STRAIGHT - N°8 STD. ALUMINIUM 
| ብ НЕ-59230 STRAIGHT - N°10 STD. ALUMINIUM 
HF-59232 STRAIGHT - N°12 STD. ALUMINIUM 
HF-59245 45° - №5 STD. ALUMINIUM 
j | HF-59246 45? - N*6 STD. ALUMINIUM 
3 y —H HF-59248 45? - N°8 STD. ALUMINIUM 
N | — J | HF-59250 45? - N°10 STD. ALUMINIUM 
HF-59252 45? - N*12 STD. ALUMINIUM 
HF-59265 90° - N°5 STD. ALUMINIUM 
HF-59266 90° - N°6 STD. ALUMINIUM 
HF-59268 90° - N°8 STD. ALUMINIUM 
HF-59270 90° - N°10 STD. ALUMINIUM 
HF-59272 90° - N°12 STD. ALUMINIUM 


FEMALE O-RING ALUMINIUM BEADLOCK - 180° 


IMAGE PART N° DESCRIPTION 
HF-59286 180° - N°6 STD. ALUMINIUM 
> НЕ-59288 180? - N°8 STD. ALUMINIUM 
6 е) НЕ-59290 180? - N°1O STD. ALUMINIUM 
HF-59292 180? - N°12 STD. ALUMINIUM 


FEMALE O-RING ALUMINIUM REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59236-R STRAIGHT - N°6 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
ы ` ў - HF-59238-R STRAIGHT - N?8 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
. е HF-59240-R STRAIGHT - N?10 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


HF-59242-R STRAIGHT - N°12 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


HF-59256-R 45° - №6 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


HF-59258-R 45? - N°8 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


ме ; ч 
— | — 
\ » | ^ M HF-59260-R 45? - N°10 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
` J 
HF-59262-R 45? - N°12 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


HF-59276-R 90? - N°6 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


መኣ і, : HF-59278-R 90? - N°8 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


° 2 t ( HF-59280-R 90° - N°10 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
B HF-59282-R 90° - №12 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


| 
ë 
Е 
š 
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Beadlock Hose Fittings - Aluminium 


Highgate 


FEMALE FLARE ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 

HF-59106 STRAIGHT - N°6 STD. ALUMINIUM 
HF-59108 STRAIGHT - N?8 STD. ALUMINIUM 
HF-59110 STRAIGHT - N°10 STD. ALUMINIUM 
HF-59112 STRAIGHT - N°12 STD. ALUMINIUM 
HF-59126 45? - N°6 STD. ALUMINIUM 
HF-59128 45? - N°8 STD. ALUMINIUM 
HF-59130 45? - N°10 STD. ALUMINIUM 
HF-59132 45? - N°12 STD. ALUMINIUM 
HF-59136 90? - №6 STD. ALUMINIUM 
HF-59138 90? - N°8 STD. ALUMINIUM 
HF-59140 90? - N°10 STD. ALUMINIUM 
HF-59142 90? - №12 STD. ALUMINIUM 


MALE FLARE ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 

HF-59306 STRAIGHT - N°6 STD. ALUMINIUM 
HF-59308 STRAIGHT - N°8 STD. ALUMINIUM 
HF-59310 STRAIGHT - N°10 STD. ALUMINIUM 
HF-59312 STRAIGHT - N?12 STD. ALUMINIUM 
HF-59326 45? - N°6 STD. ALUMINIUM 
HF-59332 45? - N°12 STD. ALUMINIUM 
HF-59346 90? - N°6 STD. ALUMINIUM 
HF-59348 90? - N°8 STD. ALUMINIUM 
HF-59350 90? - N°10 STD. ALUMINIUM 


MALE INSERT O-RING ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59376 STRAIGHT N?6 STD. ALUMINIUM 
Ре À ‚® НЕ-59378 STRAIGHT №8 STD. ALUMINIUM 
ኒነ 
| ( ШІ ላዳ НЕ-59380 STRAIGHT N°10 STD. ALUMINIUM 
^ Чаа 
НЕ-59382 STRAIGHT №12 STD. ALUMINIUM 
HF-59386 45? - N°6 STD. ALUMINIUM 
at | À HF-59388 45? - N°8 STD. ALUMINIUM 
NS ከለ... ча, 
À 4 НЕ-59390 45? - N°1O STD. ALUMINIUM 
HF-59392 45" - N°12 STD. ALUMINIUM 
HF-59406 90? - N°6 STD. ALUMINIUM 
ETC V " 
© — / , HF-59408 90? - N°8 STD. ALUMINIUM 
% » 4 НЕ-59410 90? - N°10 STD. ALUMINIUM 
i" Em 
HF-59412 90? - №12 STD. ALUMINIUM 
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Beadlock Hose Fittings - Aluminium 


MALE INSERT O-RING ALUMINIUM REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 

HF-59376-R STRAIGHT N°6 RED. ALUMINIUM REDUCED 
mm А Te HF-59378-R STRAIGHT N°8 RED. ALUMINIUM REDUCED 
( Ши ዛፈ... HF-59380-R STRAIGHT №10 RED. ALUMINIUM REDUCED 
| HF-59382-R STRAIGHT М°12 RED. ALUMINIUM REDUCED 

HF-59388-R 45? - N°8 RED. ALUMINIUM REDUCED 

HF-59390-R 45? - N°10 RED. ALUMINIUM REDUCED 

HF-59392-R 45? - №12 RED. ALUMINIUM REDUCED 

HF-59406-R 90° - №6 RED. ALUMINIUM REDUCED 

HF-59408-R 90? - N*8 RED. ALUMINIUM REDUCED 

HF-59410-R 90° - №10 RED. ALUMINIUM REDUCED 


MALE O-RING ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59466 STRAIGHT N°6 STD. ALUMINIUM 
г НЕ-59468 STRAIGHT N°8 STD. ALUMINIUM 
| | x и НЕ-59470 STRAIGHT №10 STD. ALUMINIUM 
T 
HF-59472 STRAIGHT N°12 STD. ALUMINIUM 
HF-59476 45° - N°6 STD. ALUMINIUM 
ሥ ! 
P HF-59478 45? - N°8 STD. ALUMINIUM 
NS нац 
\ am е НЕ-59480 45? - №10 STD. ALUMINIUM 
“ " 8 нш 
НЕ-59482 45° - N°12 STD. ALUMINIUM 
HF-59486 90° - N%6 STD. ALUMINIUM 
< HF-59488 90? - N°8 STD. ALUMINIUM 
O 0 HF-59490 90° - N*10 STD. ALUMINIUM 
HF-59492 90? - N*12 STD. ALUMINIUM 


MALE O-RING ALUMINIUM REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 
HF-59466-R STRAIGHT N°6 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
gem $; е HF-59468-R STRAIGHT N°8 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
1 
| J | 4 HF-59470-R STRAIGHT N°10 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
HF-59472-R STRAIGHT N°12 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
- 1 
V` —w | HF-59482-R 45? - N°12 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
4 ቷሥ - у 
HF-59496-R 90? - N°6 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
А መመ...” — HF-59498-R 90? - N°8 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
e HF-59500-R 90° - N°10 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 
HF-59502-R 90° - N°12 RED. ALUMINIUM FOR THIN WALL HOSE REDUCED 


| 
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Beadlock Hose Fittings - Aluminium 


Highgate 


FEMALE O-RING ALUMINIUM BEADLOCK WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
HF-60306 STRAIGHT - N°6 STD. ALUMINIUM WITH R134a ACCESS 
: Y HF-60308 STRAIGHT - N°8 STD. ALUMINIUM WITH R134a ACCESS 
\ ነሥ 3 HF-60310 STRAIGHT - N°10 STD. ALUMINIUM WITH R134a ACCESS 
HF-60312 STRAIGHT - N°12 STD. ALUMINIUM WITH R134a ACCESS 
= HF-60326 45? - N°6 STD. ALUMINIUM WITH R134a ACCESS 
Á - р. НЕ-60328 45° - №8 STD. ALUMINIUM WITH R134a АССЕ55 
E á гака | НҒ-60330 45? - N°10 STD. ALUMINIUM WITH R134a ACCESS 
HF-60346 90? - N°6 STD. ALUMINIUM WITH R134a ACCESS 
ў. x / HF-60348 90? - №8 STD. ALUMINIUM WITH R134a ACCESS 
е) Š =( HF-60350 90° - N°10 STD. ALUMINIUM WITH R134a ACCESS 
HF-60352 90? - N°12 STD. ALUMINIUM WITH R134a ACCESS 


FEMALE O-RING ALUMINIUM REDUCED BEADLOCK WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
STRAIGHT - N°6 RED. ALUMINIUM WITH R134a ACCESS FOR THIN WALL HOSE 
HF-60316-R 
REDUCED 
r \ р STRAIGHT - N?8 RED. ALUMINIUM WITH R134a ACCESS FOR THIN WALL HOSE 
^ Е HF-60318-R 
` ጋ ВЕРИСЕО 
& STRAIGHT - N?10 RED. ALUMINIUM WITH R134a ACCESS FORTHIN WALL HOSE 
HF-60320-R 
REDUCED 
90? - N°6 RED. ALUMINIUM WITH R134a ACCESS FOR THIN WALL HOSE 
HF-60376-R REDUCED 
g HF-60378-R 90? - N°8 RED. ALUMINIUM WITH R134a ACCESS FOR THIN WALL HOSE 
/ መክ REDUCED 
е ! 90? - N°10 RED. ALUMINIUM WITH R134a ACCESS FOR THIN WALL НО5Е 
© - № | а 
HF-60380-R REDUCED 


FEMALE O-RING ALUMINIUM BEADLOCK WITH R12 ACCESS 


IMAGE PART N? DESCRIPTION 
А НЕ-60166 STRAIGHT - №6 STD. ALUMINIUM WITH R12 ACCESS 
LI J 4 НЕ-60168 STRAIGHT - N?8 STD. ALUMINIUM WITH R12 ACCESS 
\ 4 ° HF-60170 STRAIGHT - N°10 STD. ALUMINIUM WITH R12 ACCESS 
E ү HF-60176 45? - N°6 STD. ALUMINIUM WITH R12 ACCESS 
<= ዴዴ. Ц НЕ-60178 45° - N°8 STD. ALUMINIUM WITH R12 ACCESS 
ы ' HF-60180 45? - N°10 STD. ALUMINIUM WITH R12 ACCESS 
HF-60196 90? - N°6 STD. ALUMINIUM WITH R12 ACCESS 
HF-60198 90? - N°8 STD. ALUMINIUM WITH R12 ACCESS 
HF-60200 90° - N°10 STD. ALUMINIUM WITH R12 ACCESS 
P han [ E 1 
% 
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MALE O-RING ALUMINIUM BEADLOCK WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
HF-60456 45? - N°6 STD. ALUMINIUM WITH R134a ACCESS 
HF-60458 45? - N°8 STD. ALUMINIUM WITH R134a ACCESS 
HF-60466 90? - N°6 STD. ALUMINIUM WITH R134a ACCESS 
HF-60468 90? - N°8 STD. ALUMINIUM WITH R134a ACCESS 


FEMALE FLARE ALUMINIUM BEADLOCK WITH R12 ACCESS 


PART N? DESCRIPTION 

HF-60106 STRAIGHT - N°6 STD. ALUMINIUM WITH R12 ACCESS 
HF-60116 90? - N°6 STD. ALUMINIUM WITH R12 ACCESS 
HF-60120 90° - №10 STD. ALUMINIUM WITH R12 ACCESS 


FEMALE FLARE ALUMINIUM BEADLOCK WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
— HF-60206 STRAIGHT - N°6 STD. ALUMINIUM WITH R134a ACCESS 
Cr T HF-60208 STRAIGHT - N°8 STD. ALUMINIUM WITH R134a ACCESS 
< НЕ-60210 STRAIGHT - N°10 STD. ALUMINIUM WITH R134a ACCESS 
ከ НЕ-60246 90? - N°6 STD. ALUMINIUM WITH R134a ACCESS 
e = - НЕ-60248 90? - N°8 STD. ALUMINIUM WITH R134a ACCESS 
2) HF-60250 90° - N°10 STD. ALUMINIUM WITH R134a ACCESS 
METRIC ALUMINIUM BEADLOCK 
IMAGE PART N° DESCRIPTION 
HF-59546 STRAIGHT - N°6 STD. M16-1.5 ALUMINIUM 
HF-59549 STRAIGHT - N°8 STD. M20-1.5 ALUMINIUM 
ሷ 3- НЕ-59550 STRAIGHT - N°10 STD. M22-1.5 ALUMINIUM 
\ ነ క్‌ НЕ-59551 STRAIGHT - N°10 STD. M24-1.5 ALUMINIUM 
= HF-59552 STRAIGHT - N°12 STD. M27-1.5 ALUMINIUM 
HF-59556 45? - №6 STD. M16-1.5 ALUMINIUM 
Á 3 \ і =. НЕ-59559 45° - N°8 STD. М20-1.5 ALUMINIUM 
\ 4) —Á HF-59561 45? - N°10 STD. M24-1.5 ALUMINIUM 
HF-59562 45? - N°12 STD. M27-1.5 ALUMINIUM 
HF-59566 90° - №6 STD. М16-1.5 ALUMINIUM 
HF-59569 90? - N°8 STD. M20-1.5 ALUMINIUM 
HF-59570 90? - N°10 STD. M22-1.5 ALUMINIUM 
HF-59571 90? - N°10 STD. M24-1.5 ALUMINIUM 
HF-59572 90° - N°12 STD. M27-1.5 ALUMINIUM 
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Beadlock Fittings - Aluminium, Beadlock Hose Fittings - Step-up 


Highgate 


METRIC CAPTIVE O-RING - ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 

—R HF-57306 FCO-BL STRAIGHT- 6 STD. BEADLOCK, CAPTIVE O-RING 

Ar HF-57308 FCO-BL STRAIGHT- 8 STD. BEADLOCK, CAPTIVE O-RING 

ላነ НЕ-57310 FCO-BL STRAIGHT-10 STD. BEADLOCK, САРТМЕ O-RING 
НЕ-57316 FCO-BL 45°- 6 STD. BEADLOCK, CAPTIVE O-RING 
3) 2 — HF-57318 FCO-BL 45°- 8 STD. BEADLOCK, CAPTIVE O-RING 
\ Ë HF-57320 FCO-BL 45°-10 STD. BEADLOCK, CAPTIVE O-RING 
g HF-57326 FCO-BL 90°- 6 STD. BEADLOCK, CAPTIVE O-RING 
S ( HF-57328 FCO-BL 90°- 8 STD. BEADLOCK, CAPTIVE O-RING 
& HF-57330 FCO-BL 902-10 STD. BEADLOCK, CAPTIVE O-RING 


METRIC CAPTIVE O-RING - ALUMINIUM REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 
FCO-BL STRAIGHT- 8 RED. BEADLOCK, CAPTIVE O-RING FOR THIN WALL HOSE 
HF-57508-R 
à ) - REDUCED 
\ ) H аа” HF-57510-R FCO-BL STRAIGHT-10 RED. BEADLOCK, CAPTIVE O-RING FOR THIN WALL HOSE 
REDUCED 
HF-57518-R FCO-BL 45?- 8 RED. BEADLOCK, CAPTIVE O-RING FOR THIN WALL HOSE 
REDUCED 
жана - FCO-BL 45?-10 RED. BEADLOCK, CAPTIVE O-RING FOR THIN WALL HOSE 
HF-57520-R REDUCED 
Ë HF-57528-R FCO-BL 90°- 8 RED. BEADLOCK, CAPTIVE O-RING FOR THIN WALL HOSE 
ጨኤ REDUCED 
А 4 FCO-BL 90°-10 RED. BEADLOCK, CAPTIVE O-RING FOR THIN WALL HOSE 
HF-57530-R REDUCED 


FEMALE O-RING STEP-UP ALUMINIUM BEADLOCK 


IMAGE PART N° DESCRIPTION 
Р 4 НҒ-60806 STEP-UP STRAIGHT - N°6-8 STD. ALUMINIUM 
| у j 'ዬ፡ od HF-60808 STEP-UP STRAIGHT - N°8-10 STD. ALUMINIUM 
ba HF-60810 STEP-UP STRAIGHT - N°10-12 STD. ALUMINIUM 
5 መማ НЕ-60846 STEP-UP 45° - N°6-8 STD. ALUMINIUM 
N À y- ጠብ; | | НЕ-60848 STEP-UP 45? - N°8-10 STD. ALUMINIUM 
—— HF-60850 STEP-UP 45? - N°10-12 STD. ALUMINIUM 
a V HF-60886 STEP-UP 90? - N°6-8 STD. ALUMINIUM 
5 ü ) НЕ-60888 STEP-UP 90° - N°8-10 STD. ALUMINIUM 
° HF-60890 STEP-UP 90? - N°10-12 STD. ALUMINIUM 


FEMALE O-RING STEP-UP ALUMINIUM BEADLOCK WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
_ ላ 
Pw Р, 4: НЕ-60410 STEP-UP STRAIGHT - N?10-12 STD. ALUMINIUM WITH R134a ACCESS 
\ ሠ 
е: Е а | НЕ-60450 STEP-UP 45? - N°10-12 STD. ALUMINIUM WITH R134a ACCESS 
y < 


> 
p Celebrating 50 years of Highgate Air! 705 


| 
ë 
Е 
š 


SINCE 


1969 


Beadlock Hose Fittings - Step-up 


FEMALE O-RING STEP-UP ALUMINIUM REDUCED BEADLOCK WITH R134A ACCESS 


IMAGE PART N° DESCRIPTION 
STEP-UP 45° - N°10-12 RED. ALUMINIUM WITH R134a ACCESS FOR THIN WALL 
CHECK ONLINE HF-60410-R HOSE REDUCED 


FEMALE FLARE ALUMINIUM BEADLOCK STEP-UP 


IMAGE PART N° DESCRIPTION 
CHECK ONLINE HF-60770 STEP-UP STRAIGHT - N°10-12 STD. ALUMINIUM 
HF-60786 STEP-UP 90° - N°6-8 STD. ALUMINIUM 
бу | sas | | HF-60788 STEP-UP 90° - N*8-10 STD. ALUMINIUM 
` HF-60790 STEP-UP 902 - N*10-12 STD. ALUMINIUM 


FEMALE O-RING STEP-UP STEEL BEADOCK 


IMAGE PART N? DESCRIPTION 
[ HF-61108 STEP-UP STRAIGHT - N°6-8 STD. STEEL 
| 1 n HF-61110 STEP-UP STRAIGHT - N*8-10 STD. STEEL 
2 » — — HF-61112 STEP-UP STRAIGHT - N?10-12 STD. STEEL 
> / HF-61116 STEP-UP 90° - N°8-10 STD. STEEL 
2 і | 
е / НЕ-61120 STEP-UP 90° - N°10-12 STD. STEEL 


FEMALE O-RING STEP-UP STEEL REDUCED BEADLOCK 


IMAGE PART М? DESCRIPTION 
Å . нғ-воө10-в | STEP-UP STRAIGHT - N*10-12 RED. STEEL WITH RIš4a ACCESS FOR THIN WALL 
|| HOSE REDUCED 
ሇም 
KF ae 
T STEP-UP 90° - №10-12 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE 


REDUCED 


FEMALE O-RING STEP-UP STEEL BEADLOCK WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
HF-60660 STEP-UP STRAIGHT - N?10-12 STD. STEEL WITH R134a ACCESS 
HF-60678 STEP-UP 90°. - N°8-10 STD. STEEL WITH R134a ACCESS 
HF-60680 STEP-UP 90°. - N°10-12 STD. STEEL WITH R134a ACCESS 
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Beadlock Hose Fittings - Step-up, Step-down 


Highgate 


FEMALE O-RING STEP-UP STEEL REDUCED BEADLOCK WITH R134A ACCESS 


IMAGE PART N° DESCRIPTION 
нғ-вовв2-а | STEP-UP STRAIGHT - М210-12 RED. STEEL WITH RIš4a ACCESS FOR THIN WALL 
= \ HOSE REDUCED 
За HF-60944-R | STEP-UP STRAIGHT - N*10-14 RED. STEEL WITH RI34a ACCESS FOR THIN WALL 
HOSE REDUCED 


~l | 
2m 


HF-60950-R STEP-UP 45? - N°10-12 RED. STEEL FOR THIN WALL HOSE REDUCED 


STEP-UP 90? - N°10-12 RED. STEEL WITH R134a ACCESS FOR THIN WALL HOSE 


HF-61680-R REDUCED 


MALE O-RING STEP-UP ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 


CHECK ONLINE HF-60942 STEP-UP 90° - N°10-12 STD. ALUMINIUM 


MALE O-RING STEP-UP STEEL BEADLOCK 


IMAGE PART N° DESCRIPTION 
| x ) ‹ НЕ-60930 STEP-UP STRAIGHT - N°10-12 STD. STEEL WITH R134a ACCESS 
4 
Á f ч P - А / 
б і “Ча НЕ-60940 БПЕР-ОР ОАО ІЦ STEEE 


MALE O-RING STEP-UP STEEL REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 


Á с HF-60960-R STEP-UP 90? - N°10-12 RED. STEEL FOR THIN WALL HOSE REDUCED 


FEMALE O-RING STEP DOWN FITTING STEEL & ALUMINIUM 


IMAGE PART N? DESCRIPTION 
HF-60958 STEP-DOWN STRAIGHT - N°8-6 STD. ALUMINIUM 
ме НЕ-60960 STEP-DOWN STRAIGHT - N?12-10 STD. ALUMINIUM 
| | ) НҒ-60976 STEP-DOWN STRAIGHT - N?12-10 STD. STEEL 
HF-60980 STEP-DOWN STRAIGHT - N°12-10 STD. STEEL 
HF-61068 STEP-DOWN 90? - N?8-6 STD. ALUMINIUM 
Á / HF-61070 STEP-DOWN 90° - N°12-10 STD. ALUMINIUM 
©) ` É HF-61088 STEP-DOWN 90O° - N°8-6 STD. STEEL 
HF-61090 STEP-DOWN 90° - N°12-10 STD. STEEL 
«ее HF-60968-R sig STRAIGHT - N?8-6 RED. ALUMINIUM FOR THIN WALL HOSE 
1 
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Barb Hose Splicers - Aluminium 


STRAIGHT SPLICER - ALUMINIUM BARB 


IMAGE PART N° DESCRIPTION 
HS-78060 №6 - №6 
ы г HS-78080 N°8 - №8 
GAs - — | HS-78100 N°1O - №10 
HS-78120 N°12 - N°12 


907 SPLICER - ALUMINIUM BARB 


IMAGE PART N? DESCRIPTION 
HS-78160 N°6 - N°6 
HS-78180 №8 - №8 
HS-78200 N°10- №10 


STRAIGHT SPLICER - REDUCING - ALUMINIUM BARB 


IMAGE PART N° DESCRIPTION 
HS-78568 N*8 - N*6 
| - ህ5-78580 №10 - №6 
8 š HS-78602 N°12 -N°1O 
“Т” SPLICER - ALUMINIUM BARB 
IMAGE PART N° DESCRIPTION 
HS-78706 N°6 
і се HS-78708 N°8 
\ $ HS-78710 N°1O 
HS-78712 N°12 
መሙ” 45-78738 N°12-12- 8 
| «теси ем 
е HS-78740 №12-12-10 


STRAIGHT SPLICER WITH 1/4” PORT - ALUMINIUM BARB 


IMAGE PART N° DESCRIPTION 
HS-78906 №6 
ж Н5-78908 N°8 
| d EU HS-78910 №10 
н5-78912 N°12 


STRAIGHT SPLICER WITH R134A PORT - ALUMINIUM BARB 


IMAGE PART N° DESCRIPTION 
HS-78946 N*6 
>| HS-78948 N*8 
| S HS-78950 №10 
% HS-78952 N°12 
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Beadlock Hose Splicers - Aluminium 


STRAIGHT SPLICER - ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 
HS-78260 N°6 - N°6 
- y HS-78280 №8 - N?8 
ў HS-78300 N°10 - №10 
HS-78320 №12 - N°12 


STRAIGHT SPLICER - ALUMINIUM REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 

HS-78366-R | N°6-N°6 REDUCED 

— кт HS-78368-R | N°8-N°8 REDUCED 
с ጩመመ | ዘ5-783760-8- | N*10-N*10 REDUCED 
HS-78372-R | №12-№12 REDUCED 


STRAIGHT SPLICER - REDUCING - ALUMINIUM BEADLOCK 


IMAGE PART N? DESCRIPTION 
| x HS-78626 №8 - N°6 
\ ә h HS-78628 N*10 - №6 
* 
HS-78630 №12 -N°10 


STRAIGHT SPLICER - REDUCING - ALUMINIUM REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 
а HS-78636-R N°8-N°6 REDUCED 
) s sÀ 2 HS-78638-R №10 - N°6 REDUCED 
| — HS-78640-R №12 -N°10 REDUCED 


“Т” SPLICER - ALUMINIUM BEADLOCK 


IMAGE PART N° DESCRIPTION 
| HS-78696 №6 
\ ў ха ) HS-78698 N°8 
= N HS-78700 N°1O 
© HS-78702 N°12 


STRAIGHT SPLICER WITH 1⁄4” PORT - ALUMINIUM BEADLOCK 


IMAGE PART N° DESCRIPTION 
HS-78976 N°6 
Y HS-78978 N°8 
= “е HS-78980 N°1O 
HS-78982 N°12 
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SINCE 


1969 Beadlock Hose Splicers - Aluminium, Beadlock Hose Splicers - Steel 


STRAIGHT SPLICER WITH R134A PORT - ALUMINUM BEADLOCK 


IMAGE PART N? DESCRIPTION 
HS-78986 N°6 
— 
— k ` HS-78988 N°8 
rN HS-78990 N°10 
—— < 
HS-78992 N?12 


STRAIGHT SPLICER WITH R134A PORT - ALUMINIUM REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 


HS-78996-R N°6 REDUCED 


—À | HS-78998-R | №8 REDUCED 
= - ያ" « 


ሠ < HS-79000-R N°10 REDUCED 


HS-79002-R N*12 REDUCED 


STRAIGHT SPLICER WITH R134A PORT - STEEL REDUCED BEADLOCK - FOR THIN-WALL 


IMAGE PART N? DESCRIPTION 


CHECK ONLINE HS-79000-RS | №10 FOR THIN WALL HOSE REDUCED 


SPLICER WITH SIGHT GLASS 


IMAGE PART N? DESCRIPTION 
y xx 
най HS-79106 N°6 MALE BARB-MALE BARB, ALUMINIUM, WITH SIGHT GLASS 
= Å 
HS-79136 М°6 MIOR -MALE BARB, ALUMINIUM, WITH SIGHT GLASS 
р 
= 4 


STRAIGHT SPLICER - STEEL BEADLOCK 


IMAGE PART N? DESCRIPTION 


HS-78260-S N°6 - N°6 


y HS-78280-S №8 - №8 
= እ) ታ 4 
ү መጽ | Hs-78300-S N°10 - №10 


HS-78320-S №12 - N°12 


STRAIGHT SPLICER - STEEL REDUCED BEADLOCK 


IMAGE PART N? DESCRIPTION 


HS-78386-R N°6-N°6 REDUCED 


HS-78388-R N°8 - N°8 REDUCED 


HS-78390-R N°10 - N°10 REDUCED 


HS-78392-R N°12 - N°12 REDUCED 
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Beadlock Hose Splicers - Steel, Threaded Splicers 


STRAIGHT SPLICER - REDUCING - STEEL REDUCED BEADLOCK 


IMAGE PART N° DESCRIPTION 

| HS-78686-R | N°8-N°6 REDUCED 
— —— a: HS-78688-R | №10-№6 REDUCED 
— HS-78690-R | N°12 -N°10 REDUCED 


STRAIGHT SPLICER WITH R134A PORT - STEEL BEADLOCK 


IMAGE PART N° DESCRIPTION 
ጩጨ | HS-78986-S | №6 
=- — М \ | нѕ-7вәвв-5 | №8 
= " E 4 HS-78990-s | №10 
= s HS-78992-S | №12 


STRAIGHT SPLICER WITH R134A PORT - REDUCED STEEL BEADLOCK 


IMAGE PART N° DESCRIPTION 
- 
— - HS-78998-RS | N°8 REDUCED 
< 
SPLICER WITH 1⁄4” PORT - STEEL 
IMAGE PART N° DESCRIPTION 
- 
НЕ: | HS-78958 N°8 F-OR - MIOR WITH R12 SERVICE PORT 
| і 4 inem, 
N Р Qu 
| а 
Y / Н5-78960 N°1O F-OR - MIOR WITH R12 SERVICE PORT 
SPLICER WITH R134A PORT - STEEL 
IMAGE PART N? DESCRIPTION 
> HS-79016 №6 
d ANN HS-79018 N°8 
M АУ 
ነ ? ШІ Н5-79020 N°10 
bas HS-79022 N°12 
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Threaded Splicers, Barb Hose Ferrules 


SPLICER WITH SIGHT GLASS 


IMAGE PART N° DESCRIPTION 
HS-79166 N°6 MIOR - FOR, WITH SIGHTGLASS 
Р ኔ AW 
~ vi | ) 
, = | в ፈሠሥ 
ነ „Að í HS-79186 N?6 MF - MF, WITH SIGHTGLASS NISU 
SPLICER WITH SWITCH PORT 
IMAGE PART N? DESCRIPTION 
а» NNI 
WAN 
HS-79406 N°6 MIOR-FOR ALUMINIUM, WITH SWITCH-PLUG: TAKES MALE HP-LP 


FERRULES - STANDARD BARRIER 


IMAGE PART N° DESCRIPTION 
= тата e> ee HF-51060-1O | CRIMP, N°6, ATCO SUIT MINI-CRIMP 
p 
> ఇ ከ2 በ1: HF-51080-10 | CRIMP, N°8, ATCO SUIT MINI-CRIMP 
HF-51100-10 | CRIMP, N°10, ATCO SUIT MINI-CRIMP 
HF-51120-10 | CRIMP, N°12, АТСО SUIT MINI-CRIMP 
FERRULES - REDUCED BARRIER 
IMAGE PART N° DESCRIPTION 
А НЕ-52060 CRIMP, N°6 RED. THIN WALL, ATCO SUIT MINI-CRIMP 
T n 
\ HF-52060-10 | CRIMP, N°6 RED. THIN WALL, ATCO SUIT MINI-CRIMP - 10 PACK 
HF-52080 CRIMP, N°8 RED. THIN WALL, ATCO SUIT MINI-CRIMP 
HF-52080-10 | CRIMP, N*8 RED. THIN WALL, ATCO SUIT MINI-CRIMP - 10 PACK 
HF-52100 CRIMP, N°10 RED. THIN WALL, ATCO SUIT MINI-CRIMP 
HF-52100-10 | CRIMP, N°10 RED. THIN WALL, ATCO SUIT MINI-CRIMP - 10 PACK 
HF-52120 CRIMP, N°12 RED. THIN WALL, ATCO SUIT MINI-CRIMP 
НЕ-52120 10 | CRIMP, №12 RED. THIN WALL, ATCO SUIT MINI-CRIMP - 10 PACK 
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Barb Hose Fittings - Aluminium 


Highgate 


FEMALE O-RING ALUMINIUM BARB 


IMAGE PART N? DESCRIPTION 
HF-63505 STRAIGHT - N?5 18-UNF ALUMINIUM 
x, —— ንት бетт HF-63506 STRAIGHT - N°6 18-UNF ALUMINIUM 
\ ~~ HF-63508 STRAIGHT - №8 16-UNF ALUMINIUM 
b HF-63510 STRAIGHT - №10 14-UNF ALUMINIUM 
HF-63512 STRAIGHT - N?12 14-UNF ALUMINIUM 
HF-63545 45? - N°5 18-UNF ALUMINIUM 
HF-63546 45? - N°6 18-UNF ALUMINIUM 
\ ) kk. | НЕ-63548 45? - N°8 16-UNF ALUMINIUM 
HF-63550 45? - N°10 14-UNF ALUMINIUM 
HF-63552 45? - N°12 14-UNF ALUMINIUM 
HF-63585 90° - N°5 18-UNF ALUMINIUM 
HF-63586 90° - №6 18-UNF ALUMINIUM 
e) ы НҒ-63588 90? - №8 16-UNF ALUMINIUM 
© ‚ НЕ-63590 90? - N°10 14-UNF ALUMINIUM 
HF-63592 90? - N°12 14-UNF ALUMINIUM 


FEMALE O-RING ALUMINIUM BARB - 180? 


IMAGE PART N? DESCRIPTION 
=> | НЕ-63606 180? - №6 18-UNF ALUMINIUM 
% oy HF-63608 180° - №8 16-UNF ALUMINIUM 


FEMALE O-RING ALUMINIUM BARB - METRIC 


IMAGE PART N° DESCRIPTION 
( ` HF-63856 STRAIGHT - N°6 ALUMINIUM 16mm-1.5 
» НЕ-63858 STRAIGHT - N°8 ALUMINIUM 20mm-1.5 
ና | НЕ-63866 45? - №6 ALUMINIUM 16mm-1.5 
V 4 ፖም... | F-63868 45? - N*8 ALUMINIUM 20mm-1.5 
>< — | HF-63886 90° - N°6 ALUMINIUM 16mm-1.5 
«аа; "PP. 
7 НЕ-63888 90° - N°8 ALUMINIUM 20mm-1.5 
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Barb Hose Fittings - Aluminium 


MALE O-RING ALUMINIUM BARB 


IMAGE PART N? DESCRIPTION 
HF-64106 STRAIGHT - N?6 18-UNF ALUMINIUM 
TM HF-64108 STRAIGHT - N°8 18-UNF ALUMINIUM 
! ዘዮ-64110 STRAIGHT - №10 18-UNF ALUMINIUM 
HF-64112 STRAIGHT - N°12 16-UNF ALUMINIUM 
HF-64156 45? - N°6 18-UNF ALUMINIUM 
- ` HF-64158 45? - N°8 18-UNF ALUMINIUM 
А им НЕ-64160 45? - N°10 18-UNF ALUMINIUM 
HF-64162 45? - N°12 16-UNF ALUMINIUM 
HF-64206 90° - №6 18-UNF ALUMINIUM 
eT HF-64208 90? - N°8 18-UNF ALUMINIUM 
\ НЕ-64210 90° - N°10 18-UNF ALUMINIUM 
НЕ-64212 90° - N°12 16-UNF ALUMINIUM 
MALE INSERT O-RING ALUMINIUM BARB 
IMAGE PART N? DESCRIPTION 
HF-64806 STRAIGHT - N°6 18-UNF ALUMINIUM 
| ዘዮ-64808 STRAIGHT - N°8 16-UNF ALUMINIUM 
Іш НҒ-64810 STRAIGHT - №10 14-UNF ALUMINIUM 
HF-64812 STRAIGHT - N?12 14-UNF ALUMINIUM 
HF-64846 45? - N°6 18-UNF ALUMINIUM 
N HF-64848 45? - N°8 16-UNF ALUMINIUM 
(yvi HF-64850 45? - N°10 14-UNF ALUMINIUM 
HF-64852 45? - N°12 14-UNF ALUMINIUM 
HF-64876 90° - №6 18-UNF ALUMINIUM 
ብ ዘዮ-64878 90° - №8 16-UNF ALUMINIUM 
%) НЕ-64880 90? - N°10 14-UNF ALUMINIUM 
HF-64882 90? - N°12 14-UNF ALUMINIUM 
FEMALE O-RING ALUMINIUM BARB WITH R134A ACCESS 
IMAGE PART N? DESCRIPTION 
HF-65706 STRAIGHT - N°6 ALUMINIUM WITH R134a ACCESS 
HF-65708 STRAIGHT - N°8 ALUMINIUM WITH R134a ACCESS 
HF-65710 STRAIGHT - №10 ALUMINIUM WITH R134a ACCESS 
HF-65712 STRAIGHT - N°12 ALUMINIUM WITH R134a ACCESS 
HF-65716 45? - N°6 ALUMINIUM WITH R134a ACCESS 
HF-65718 45? - N°8 ALUMINIUM WITH R134a ACCESS 
HF-65720 45? - N°10 ALUMINIUM WITH R134a ACCESS 
HF-65726 90? - N°6 ALUMINIUM WITH R134a ACCESS 
е g HF-65728 90° - N°8 ALUMINIUM WITH R134a ACCESS 
A) 42m " HF-65730 90° - №10 ALUMINIUM WITH R134a ACCESS 
HF-65732 90° - №12 ALUMINIUM WITH R134a ACCESS 
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Barb Hose Fittings - Aluminium 


Highgate 


FEMALE O-RING ALUMINIUM BARB WITH R12 ACCESS 


IMAGE PART N? DESCRIPTION 
к _ HF-65506 STRAIGHT - N°6 ALUMINIUM WITH R12 ACCESS 
\ “% НҒ-65508 STRAIGHT - М98 ALUMINIUM WITH R12 ACCESS 
«ғ 2 НЕ-65510 STRAIGHT - №10 ALUMINIUM WITH R12 ACCESS 
HF-65586 90? - N°6 ALUMINIUM WITH R12 ACCESS 
CHECK ONLINE HF-65588 90? - N°8 ALUMINIUM WITH R12 ACCESS 
HF-65590 90° - №10 ALUMINIUM WITH R12 ACCESS 


FEMALE FLARE ALUMINIUM BARB 


IMAGE PART N? DESCRIPTION 
HF-61156 STRAIGHT - N°6 ALUMINIUM 
" HF-61158 STRAIGHT - N*8 ALUMINIUM 
HF-61160 STRAIGHT - №10 ALUMINIUM 
HF-61162 STRAIGHT - N°12 ALUMINIUM 
HF-61186 45? - N°6 ALUMINIUM 
HF-61188 45? - N°8 ALUMINIUM 
HF-61190 45? - N°10 ALUMINIUM 
HF-61192 45? - N°12 ALUMINIUM 
HF-61226 90? - N°6 ALUMINIUM 
HF-61228 90? - N°8 ALUMINIUM 
ఖీ НЕ-61230 90? - №10 ALUMINIUM 
HF-61232 90° - №12 ALUMINIUM 


MALE FLARE ALUMINIUM BARB 


IMAGE PART N° DESCRIPTION 
HF-61346 STRAIGHT - м26 ALUMINIUM 
WA HF-61348 STRAIGHT - N°8 ALUMINIUM 
| М u | НЕ-61350 STRAIGHT - №10 ALUMINIUM 
~ HF-61352 STRAIGHT - №12 ALUMINIUM 
HF-61366 45° - N°6 ALUMINIUM 
Í - HF-61368 45° - N°8 ALUMINIUM 
ኒ ሠ” ~ HF-61370 45° - N°10 ALUMINIUM 
HF-61372 45° - N°12 ALUMINIUM 
| HF-61386 90° - №6 ALUMINIUM 
HF-61388 90? - N°8 ALUMINIUM 
` ያ | нғ-61390 90° - №10 ALUMINIUM 
НЕ-61392 90° - №12 ALUMINIUM 


FEMALE FLARE ALUMINIUM BARB WITH R12 ACCESS 


IMAGE PART N? DESCRIPTION 
ም ገ” у НЕ-65156 STRAIGHT - N°6 ALUMINIUM WITH R12 ACCESS 
| К° НЕ-65158 STRAIGHT - №8 ALUMINIUM WITH R12 ACCESS 
=> ዘዮ-65160 STRAIGHT - №10 ALUMINIUM WITH R12 ACCESS 
= , HF-65226 90? - N°6 ALUMINIUM WITH R12 ACCESS 
AX HF-65228 90? - N°8 ALUMINIUM WITH R12 ACCESS 
Sy / НЕ-65230 90? - №10 ALUMINIUM WITH R12 ACCESS 
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1969 Barb Hose Fittings - Steel 


FEMALE FLARE STEEL BARB 


IMAGE PART N? DESCRIPTION 
^ ry ፥፻ዳ፡ НЕ-56046 STRAIGHT - N°6 GO4-2X 18-UNF STEEL OE:54-0610 
| P ЁЎ НЕ-56048 STRAIGHT - №8 GO4-5X 16-UNF STEEL OE:54-0812 
i | НЕ-56050 STRAIGHT - №10 GO4-7X 14-UNF STEEL OE:54-1014 
HF-56076 90? - N°6 GO7-2X 18-UNF STEEL OE:57-0610 
HF-56078 90? - N°8 GO7-5X 16-UNF STEEL OE:57-0812 
HF-56080 90° - N°10 GO7-7X 14-UNF STEEL OE:57-1014 
HF-56086 45? - N°6 GO8-2X 18-UNF STEEL ОЕ:58-0610 
HF-56088 45? - N°8 GO8-5X 16-UNF STEEL OE:58-0812 
HF-56090 45? - N°10 GO8-7X 14-UNF STEEL OE:58-1014 
MALE O-RING STEEL BARB 
IMAGE PART N? DESCRIPTION 
p— M HF-56106 STRAIGHT - №6 С1О-1Х 18-UNF STEEL ОЕ:РО1-0610 
1-4 
| вы వ. НЕ-56108 STRAIGHT - №8 С10-2Х 18-UNF STEEL ОЕ:РО1-0812 
ም ፈር HF-56110 STRAIGHT - №10 G10-3X 18-UNF STEEL ОЕ:РО1-1014 
ን ዘዮ-56126 90? - N°6 С10-4Х 18-UNF STEEL OE:P34-0610 
3 } НЕ-56128 90? - N°8 GIO-5X 18-UNF STEEL OE:P34-0812 
( ў EIN HF-56130 90° - N°10 С10-6Х 18-UNF STEEL OE:P34-1014 


FEMALE O-RING STEEL BARB 


IMAGE PART МО DESCRIPTION 
. HF-56146 STRAIGHT - №6 с10-8Х 18-UNF STEEL OE:P02-0610 
e LY v — qur 
% ) в ሠ НЕ-56148 STRAIGHT - №8 610-9Х 16-UNF STEEL ОЕ:РО2-0812 
/ НЕ-56150 STRAIGHT - №10 G10-10X 14-UNF STEEL ОЕ:РО2-1014 
= HF-56176 90° - №6 G10-11X 18-UNF STEEL OE:GPOS-0610 
<. 
| НЕ-56178 90° - N°8 G10-12X 16-UNF STEEL OE:GPOS-0812 
І 
W Á—Á— HF-56180 90? - №10 G10-13X 14-UNF STEEL OE:GPOS-1014 
WELD-ON STEEL BARB 
IMAGE PART МО DESCRIPTION 
HF-56276 STRAIGHT N°6 HOSE - N°6 PIPE, WELD-ON, STEEL 
—— HF-56278 STRAIGHT N°8 HOSE - N°8 PIPE, WELD-ON, STEEL 
1.1.›-‹፦ НЕ-56280 STRAIGHT №10 HOSE - №10 PIPE, WELD-ON, STEEL 
HF-56282 STRAIGHT №12 HOSE - N*12 PIPE, WELD-ON, STEEL 
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Barb Hose Fittings - Step-up 


Highgate 


FEMALE O-RING STEP-UP ALUMINIUM BARB 


IMAGE PART N? DESCRIPTION 
HF-66408 STEP-UP STRAIGHT - N?6-8 ALUMINIUM 
HF-66410 STEP-UP STRAIGHT - N*8-10 ALUMINIUM 
HF-66412 STEP-UP STRAIGHT - N°10-12 ALUMINIUM 
HF-66448 STEP-UP 45? - N°6-8 ALUMINIUM 
^3 | HF-66450 STEP-UP 45? - N°8-10 ALUMINIUM 
Шал НЕ-66452 STEP-UP 45? - N°10-12 ALUMINIUM 
HF-66478 STEP-UP 90° - N°6-8 ALUMINIUM 
దటి НЕ-66480 STEP-UP 90° - N°8-10 ALUMINIUM 
` / НЕ-66482 STEP-UP 90° - N°10-12 ALUMINIUM 
MALE O-RING STEP-UP ALUMINIUM ВАКВ 
IMAGE PART N? DESCRIPTION 
HF-66608 STEP-UP STRAIGHT - N°6-8 ALUMINIUM 
A መ ዘዮ-66610 STEP-UP STRAIGHT - N*8-10 ALUMINIUM 
| h i HF-66612 STEP-UP STRAIGHT - N°10-12 ALUMINIUM 
А = ее НЕ-66648 STEP-UP 45? - N°6-8 ALUMINIUM 
WV A 
\ 4 8 НЕ-66650 STEP-UP 45? - N°8-10 ALUMINIUM 
æ HF-66678 STEP-UP 90? - N°6-8 ALUMINIUM 
yy ^ Wes. HF-66680 STEP-UP 90? - N°8-10 ALUMINIUM 
K ü у НЕ-66682 STEP-UP 90° - N°10-12 ALUMINIUM 


MALE INSERT O-RING STEP-UP ALUMINIUM ВАЕВ 


IMAGE PART N? DESCRIPTION 
HF-66808 STEP-UP STRAIGHT - N°6-8 ALUMINIUM 
1% ü HF-66810 STEP-UP STRAIGHT - N°8-10 ALUMINIUM 
“ፌል 
ዘዮ-66812 STEP-UP STRAIGHT - N°10-12 ALUMINIUM 
HF-66848 STEP-UP 45? - N°6-8 ALUMINIUM 
ў 
є Е НЕ-66850 STEP-UP 45° - N°8-10 ALUMINIUM 
НЕ-66878 STEP-UP 90° - N°6-8 ALUMINIUM 
క «б i 
N y / НЕ-66880 STEP-UP 90° - N°8-10 ALUMINIUM 
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1969 Barb Hose Fittings - Step-down, Bulkhead Fittings 


FEMALE O-RING STEP-DOWN ALUMINIUM BARB 


IMAGE PART N° DESCRIPTION 
መ ውዓ НЕ-67406 STEP-DOWN STRAIGHT - N*8-6 ALUMINIUM 
| 4 НЕ-67408 STEP-DOWN STRAIGHT - N°10-8 ALUMINIUM 
HF-67410 STEP-DOWN STRAIGHT - N*12-10 ALUMINIUM 
HF-67476 STEP-DOWN 90° - N%8-6 ALUMINIUM 
V “ж < НЕ-67478 STEP-DOWN 90° - N°10-8 ALUMINIUM 
Sw / НЕ-67480 STEP-DOWN 90? - N*12-10 ALUMINIUM 


MALE O-RING STEP-DOWN ALUMINIUM BARB 


IMAGE PART N? DESCRIPTION 
I : HF-67606 STEP-DOWN STRAIGHT - N°8-6 ALUMINIUM 
| і | | НЕ-67608 STEP-DOWN STRAIGHT - N°10-8 ALUMINIUM 
й š HF-67610 STEP-DOWN STRAIGHT - N°12-10 ALUMINIUM 
CHECK ONLINE HF-67646 STEP-DOWN 45? - N°8-6 ALUMINIUM 
а. НЕ-67678 STEP-DOWN 90° - N°10-8 ALUMINIUM 
, 


BULKHEAD MALE INSERT O-RING BEADLOCK 


IMAGE PART N? DESCRIPTION 
nd በመመ НЕ-71626 STRAIGHT - N°6 
= ў I НЕ-71650 STRAIGHT - N°10 

4 - қ НЕ-71666 90° - N°6 
Q 3 / НЕ-71668 90° - №8 
KJ g Мм НЕ-71670 90° - N°10 


BULKHEAD MALE INSERT O-RING 


IMAGE PART N° DESCRIPTION 
HF-71766 STRAIGHT - №6 
у НЕ-71768 STRAIGHT - N°8 
НЕ-71770 STRAIGHT - №10 
HF-71772 STRAIGHT - N°12 


BULKHEAD PLATE MALE INSERT O-RING CHROME 


IMAGE PART N? DESCRIPTION 
HF-71900 N?6 в N°10 
CHECK ONLINE 
HF-71920 №8 & N°10 
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Quick-Disconnect Fittings, Springlock Hose Fittings 


QUICK DISCONNECT FITTING 


PART М? DESCRIPTION 
HF-71916 №6 QUICK-DISCONNECT FITTING, SUITS CATERPILLAR DR-78142 
HF-71926 N°8 STRAIGHT QUICK DISCONNECT - BEADLOCK FITTING 
HF-71930 N°1O STRAIGHT QUICK DISCONNECT - BEADLOCK FITTING 
HF-71966 N°6 QUICK-DISCONNECT COMPLETE ASSEMBLY 
HF-71968 N°8 QUICK-DISCONNECT COMPLETE ASSEMBLY 
HF-71970 N°10 QUICK-DISCONNECT COMPLETE ASSEMBLY 
HF-71972 №12 QUICK-DISCONNECT COMPLETE ASSEMBLY 
HF-71978 М°8 STRAIGHT MIO WITH ACCESS - CATERPILLAR PAD 
HF-71980 N°1O STRAIGHT MIO WITH ACCESS - CATERPILLAR PAD 
FEMALE SPRINGLOCK 
IMAGE PART М? DESCRIPTION 
HF-72046 STRAIGHT N°6 FEMALE SPRINGLOCK 
5 HF-72048 STRAIGHT N°8 FEMALE SPRINGLOCK 
| « HF-72050 STRAIGHT N°10 FEMALE SPRINGLOCK 
HF-72052 STRAIGHT N*12 FEMALE SPRINGLOCK 
HF-72056 45? N*6 FEMALE SPRINGLOCK 
Í HF-72058 45° N°8 FEMALE SPRINGLOCK 
\ = "' | HF-72060 45° N°10 FEMALE SPRINGLOCK 
HF-72062 45° N°12 FEMALE SPRINGLOCK 
HF-72066 90° N°6 FEMALE SPRINGLOCK 
HF-72068 90° N°8 FEMALE SPRINGLOCK 
` É HF-72070 90? N*10 FEMALE SPRINGLOCK 
HF-72072 902 N*12 FEMALE SPRINGLOCK 
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1969 Springlock Hose Fittings 


MALE SPRINGLOCK 


IMAGE PART N? DESCRIPTION 
_ HF-72136 STRAIGHT N°6 MALE SPRINGLOCK 
ፒን መ. ዘዮ-72158 STRAIGHT М°8 MALE SPRINGLOCK 
ss НЕ-72140 STRAIGHT N°10 MALE SPRINGLOCK 
HF-72142 STRAIGHT N°12 MALE SPRINGLOCK 
HF-72146 45° N°6 MALE SPRINGLOCK 
HF-72148 45° N°8 MALE SPRINGLOCK 
HF-72150 45? N°10 MALE SPRINGLOCK 
HF-72152 45° N°12 MALE SPRINGLOCK 
HF-72156 90” N°6 MALE SPRINGLOCK 
HF-72158 90” N°8 MALE SPRINGLOCK 
HF-72160 90° №10 MALE SPRINGLOCK 
HF-72162 90? N°12 MALE SPRINGLOCK 


SPRINGLOCK REPAIR KITS 


IMAGE PART N° DESCRIPTION 
HF-72206 N°6 SPRING-LOCK, REPAIR FITTING 
HF-72208 N°8 SPRING-LOCK, REPAIR FITTING 
HF-72210 N°1O SPRING-LOCK, REPAIR FITTING 
HF-72212 N°12 SPRING-LOCK, REPAIR FITTING 


SPRINGLOCK GARTER SPRINGS 


IMAGE PART N° DESCRIPTION 
HS-80506 N°6 SPRING-LOCK GARTER SPRING 
HS-80508 N°8 SPRING-LOCK GARTER SPRING 
HS-80510 N°1O SPRING-LOCK GARTER SPRING 
HS-80512 N°12 SPRING-LOCK GARTER SPRING 


SPRINGLOCK LEAK CLAMP 


IMAGE PART N° DESCRIPTION 


HS-80660 DENSO SPRINGLOCK LEAK CLAMP 
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Fitting Packs SA 


HOSE, FITTINGS & ASSEMBLIES 
Highgate 


FITTING PACKS 


THE PROFESSIONAL SOLUTION. 


Beadlock Fitting Packs 


BEADLOCK FITTING PACK - FEMALE O-RING - ALUMINIUM 
HF-59540-P 


FOR BEADLOCK STARTER PACK ALUMINIUM 


PART N? DESCRIPTION QTY PART N? DESCRIPTION QTY 
HF-59226 STR №6 FOR 4 HF-60306 STR N?6 FOR With R134a Access 4 
HF-59228 STR N?8 FOR 4 HF-60308 STR N?8 FOR With R134a Access 4 
HF-59230 STR №10 FOR 4 HF-60310 STR №10 FOR With R134a Access 4 
HF-59246 45° N°6 FOR 4 HF-60326 45° N°6 FOR With R134a Access 4 
HF-59248 45° N°8 FOR 4 HF-60328 45° N°8 FOR With R134a Access 4 
HF-59250 45° N°10 FOR 4 HF-60330 45° N°10 FOR With R134a Access 4 
HF-59266 90° N°6 FOR 4 HF-60346 90° N°6 FOR With R134a Access 4 
HF-59268 90° N°8 FOR 4 HF-60348 90° N°8 FOR With R134a Access 4 
HF-59270 90° N°10 FOR 4 HF-60350 90° N°10 FOR With R134a Access 4 
REDUCED BEADLOCK FITTING PACK - FEMALE O-RING - ALUMINIUM 
HF-59542-P 
THIN WALL BEADLOCK FITTING STARTER PACK 
PART N° DESCRIPTION QTY 
HF-59236-R REDUCED STR N°6 FOR 4 
HD-59238-R REDUCED STR N°8 FOR 4 
HD-59240-R REDUCED STR N°10 FOR 4 
HF-59256-R REDUCED 45° N°6 FOR 4 
HF-59258-R REDUCED 45° N°8 FOR 4 
HF-59260-R REDUCED 45° N°10 FOR 4 
HF-59276-R REDUCED 90° N°6 FOR 4 
HF-59278-R REDUCED 90° N°8 FPR 4 
HF-59280-R REDICED 90° N°10 FOR 4 


BEADLOCK FITTING PACK - MALE INSERT O-RING & MALE O-RING - ALUMINIUM 
HF-59545-P 


STANDARD MIOR & MOR BEADLOCK FITTING STARTER PACK ALUMINIUM 


PART N° DESCRIPTION QTY 
HF-59376 STR №6 MIO 4 
HF-59378 STR N°8 MIO 4 
HF-59380 STR №10 MIO 4 
HF-59466 STR N°6 МОК 4 
HF-59468 STR N°8 MOR 4 
HF-59470 STR №10 MIO 4 
HF-59476 45? N°6 МОК 4 
HF-59480 45? N*10 MOR 4 
HF-59486 90? N°6 MOR 4 
| HF-59488 90? N°8 MOR 4 
Ë HF-59490 90° N°10 MOR 4 
ur 
š 
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Beadlock Fitting Packs, Barb Fitting Pack 


Highgate 


BEADLOCK FITTING PACK - FEMALE O-RING - STEEL 
HF-60040-P 


STANDARD BEADLOCK FITTING STARTER PACK STEEL 


PART N? DESCRIPTION QTY PART N? DESCRIPTION QTY 
HF-59726 STR N*6 FOR 4 HF-60586 STR N?6 FOR With R134a Access 4 
HF-59728 STR N?8 FOR 4 HF-60588 STR N?8 FOR With R134a Access 4 
HF-59730 STR №10 FOR 4 HF-60590 STR N°10 FOR With R134a Access 4 
HF-59746 45° N°6 FOR 4 HF-60606 45° N°6 FOR With R134a Access 4 
HF-59748 45° N°8 FOR 4 HF-60608 45° N°8 FOR With R134a Access 4 
HF-59750 45° N°10 FOR 4 HF-60610 45° N°10 FOR With R134a Access 4 
HF-59756 90° N°6 FOR 4 HF-60616 90° N°6 FOR With R134a Access 4 
HF-59758 90° N°8 FOR 4 HF-60618 90° N°8 FOR With R134a Access 4 
HF-59760 90° N°10 FOR 4 HF-60620 90° N°10 FOR With R134a Access 4 
REDUCED BEADLOCK FITTING PACK - FEMALE O-RING - STEEL 
HF-60045-P 
THIN-WALL BEADLOCK FITTING STARER PACK STEEL 
PART N° DESCRIPTION QTY 
HF-59736-R REDUCED STR N°6 FOR 4 
HF-59738-R REDUCED STR N°8 FOR 4 
HF-59740-R REDUCED STR N°10 FOR 4 
HF-59746-R REDUCED 45° N°6 FOR 4 
HF-59748-R REDUCED 45° N°8 FOR 4 
HF-59750-R REDUCED 45° N°10 FOR 4 
HF-59786-R REDUCED 90° N°6 FOR 4 
HF-59788-R REDUCED 90° N°8 FPR 4 
HF-59790-R REDICED 90° N°10 FOR 4 
BARB FITTING PACK - FEMALE O-RING - ALUMINIUM 
HF-64940-P 
BARB FITTING FOR STAR PACK ALUMINIUM 
PART N° DESCRIPTION QTY PART N° DESCRIPTION QTY 
HF-63506 STR №6 FOR 4 HF-65706 STR N?6 FOR With R134a Access 4 
HF-63508 STR N?8 FOR 4 HF-65708 STR N?8 FOR With R134a Access 4 
HF-63510 STR №10 FOR 4 HF-65710 STR N°10 FOR With R134a Access 4 
HF-63546 45° N°6 FOR 4 HF-65716 45° N°6 FOR With R134a Access 4 
HF-63548 45? N°8 FOR 4 HF-65718 45? N°8 FOR With R134a Access 4 
HF-63550 45? N°10 FOR 4 HF-65720 45? N°10 FOR With R134a Access 4 
HF-63586 90? N°6 FOR 4 HF-65726 90° N°6 FOR With R134a Access 4 
HF-63588 90° N°8 FOR 4 HF-65728 90° N°8 Female O-ring w/ R134a Access 4 
HF-63590 90° N°10 FOR 4 HF-65730 90° N°10 FOR With R134a Access 4 
Р | Е 
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Eaton E-Z Clip Hose Fittings Instructions 


EATON E-Z CLIP 


Eaton E-Z Clip fittings are an easy-to-install, high-quality clip system similar to Lokclip, utilising 
а barb with two o-rings and two clips that crimp down on the hose. They are designed to use 
only Eaton GH134W Thin-wall hose - see page 694 for more information. 


SLIP ON TWO CLIPS 

Install two proper-sized clips onto the cut end 
of the hose. Orientation of the clips does not 
affect the performance of the connection. 
However, for ease of assembly, both clips 
should have the same orientation. 


NOTE: Failure to slide the clips over the hose at 
this time will require the clips to be stretched 
over the hose or fitting later. This may 
permanently damage the clip. 


STEP 1 STEP 2 STEP 3 


OIL THE NIPPLE 

Lubricate the nipple with a generous 

amount of the refrigeration or A/C system's 
compressor lubricating oil. This MUST be done 
to lower the force of nipple insertion. 


INSERT THE NIPPLE INTO THE HOSE 

To ensure that the nipple is fully inserted, check 
the gap between the cut end of the hose and 
the shoulder on the nipple. Care should be 
taken to avoid kinking or other damage to the 
hose during nipple insertion. 


NOTE: Be sure to wipe excess oil from the 
nipple and hose. 


SNAP ON THE CAGE 


Snap the cage into the groove on the nipple. The arms should extend 


SLIDE THE CLIPS 


over the hose length. When the cage has been correctly installed in 
the cage groove, the cage will be able to rotate in the groove. This step 


MUST be performed to ensure: 


1. The clips will be located over the O-rings on the nipple. 
2. The connection will be compatible with the connection's pressure 


rating. 


CORRECT 


CLOSE THE CLIPS 


Use the TO-61100 pliers to close the clips. The pliers should be positioned squarely on the clip connection points 
and should remain square during the closing of the clip. The nose of the pliers should ре firmly seated under the 


assembly bump and lock latch. 


For easiest assembly, the clasp should be closed between the cage arms. If the pliers are not kept square during 


INCORRECT 


closing of the clip, the clasp may have an offset. Use the pliers to correct the clasp alignment. 


Note: E-Z Clip components should not be reused. 


No guess work 
No leaking crimps 
* No power supply needed 


* Multi-refrigerant - compatible with R134a, R404a 8 RAO7C 
Dual extrusion veneer (polymide) core tube for oil & refrigerant compatibility 
Second core tube bonded to first for near zero permeation 


* Excellent flexibility and kink resistant 
Rated to working pressure of 5OOpsi (34.5bar) 
* Minimum burst pressure of 2000psi (137.9bar) 
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Slide the clips over the cage arms and into the channels on each arm. 


CORRECT 


INCORRECT 


Easily crimp for a perfect seal. 


Eaton Е-2 Clip Hose Fittings 


Highgate 


EATON E-Z CLIP PLIERS 


IMAGE PART N? DESCRIPTION 
TO-61100 STEEL EATON E-Z CLIP PLIERS 
EATON E-Z CLIPS 
IMAGE PART N? DESCRIPTION 
£ = HFE-81060 N°6 E-Z CLIP 
a ጨ- НЕЕ-81080 N°8 E-Z CLIP 
a - HFE-81100 МОЕ Gp 
క НЕЕ-81120 №12 E-Z CLIP 
EATON E-Z CLIP CAGES 
IMAGE PART N? DESCRIPTION 
HFE-81260 N°6 E-Z CLIP CAGE 
HFE-81280 N°8 E-Z CLIP CAGE 
HFE-81300 N°10 E-Z CLIP CAGE 
HFE-81320 №12 E-Z CLIP CAGE 
EATON E-Z CLIP LIFESAVERS 
IMAGE PART N? DESCRIPTION 
е е НЕЕ-81360 N°6 - М°6 HOSE - E-Z CLIP LIFESAVER ALUMINIUM (TWIN PACK) 
HFE-81380 N°8 - N°8 HOSE - E-Z CLIP LIFESAVER ALUMINIUM (TWIN PACK) 
HFE-81390 N°1O - N°1O HOSE - E-Z CLIP LIFESAVER ALUMINIUM (TWIN PACK) 
OO 
ооо НЕЕ-81392 N°12 - N°12 HOSE - E-Z CLIP LIFESAVER ALUMINIUM (TWIN PACK) 
HFE-81460 N°6 - М°6 HOSE - E-Z CLIP LIFESAVER STEEL (SINGLE) 
HFE-81462 N°6 - N°8 HOSE - E-Z CLIP LIFESAVER STEEL (SINGLE) 
) НҒЕ-81480 N°8 - N°8 HOSE - Е-7 CLIP LIFESAVER STEEL (SINGLE) 
\ = ы НЕЕ-81482 N°8 - N°10 HOSE - E-Z CLIP LIFESAVER STEEL (SINGLE) 
| НЕЕ-81490 N°10 - №10 HOSE - E-Z CLIP LIFESAVER STEEL (SINGLE) 
HFE-81492 №12 - N°12 HOSE - E-Z CLIP LIFESAVER STEEL (SINGLE) 


FEMALE O-RING STEEL E-Z CLIP 


IMAGE PART N? DESCRIPTION 
HFE-85726 STRAIGHT - N°6 FOR STEEL E-Z CLIP 
HFE-85728 STRAIGHT - N?8 FOR STEEL E-Z CLIP 
HFE-85730 STRAIGHT - N°10 FOR STEEL E-Z CLIP 
HFE-85732 STRAIGHT - N°12 FOR STEEL E-Z CLIP 
HFE-85746 45? - N°6 FOR STEEL E-Z CLIP 
HFE-85748 45? - N°8 FOR STEEL E-Z CLIP 
HFE-85750 45? - N°10 FOR STEEL E-Z CLIP 
HFE-85752 45? - N°12 FOR STEEL E-Z CLIP 
HFE-85756 902 -М6 FOR 5ПЕЕШЕ-72 СР 
к መማ Т А... НЕЕ-85758 90: Маер ЕУ СНЕ 

3 | > í ~ ዮን НЕЕ-85760 зе ЕТО శంపి కాకక. Ер 

НЕЕ-85762 10 МИЗ БОК БШ ЕЕ መረ (СІШІЗ) 
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Eaton Е-2 Clip Hose Fittings 


MALE INSERT O-RING STEEL Е-2 CLIP 


IMAGE PART N? DESCRIPTION 
| _ HFE-85906 STRAIGHT - N°6 MIOR STEEL E-Z CLIP 
vmi 1 - - ን НЕЕ-85908 STRAIGHT - №8 MIOR STEEL E-Z CLIP 
\ | Æ | НЕЕ-85910 STRAIGHT - №10 МОК STEEL E-Z CLIP 
ШШ НЕЕ-85912 STRAIGHT - N°12 MIOR STEEL Е-2 CLIP 
НЕЕ-85936 90? - №6 MIOR STEEL E-Z CLIP 
HFE-85938 QO? М ЗШЕЕШЕ ЖЕ 


НЕЕ-85940 90? - №10 МОК STEEL E-Z CLIP 


HFE-85942 90? - N*12 MIOR STEEL E-Z CLIP 


MALE O-RING STEEL E-Z CLIP 


IMAGE PART М? DESCRIPTION 
" am HFE-85966 STRAIGHT - N°6 MOR STEEL E-Z CLIP 
зб i “A ў і ) і НЕЕ-85968 STRAIGHT - N°8 MOR STEEL E-Z CLIP 
| m j HFE-85970 STRAIGHT - N°1O MOR STEEL E-Z CLIP 
= HFE-85972 STRAIGHT - №12 MOR STEEL E-Z CLIP 
я НЕЕ-85976 45° - N°6 MOR STEEL E-Z CLIP 
' = I === HFE-85978 45° - N°8 MOR STEEL E-Z CLIP 
6) " 4 НҒЕ-85980 45° - N*10 MOR STEEL Е-2 CLIP 
| НЕЕ-85982 45° - №12 MOR STEEL E-Z CLIP 
HFE-85986 90? - N°6 MOR STEEL E-Z CLIP 
-— a. Í E HFE-85988 90? - №8 MOR STEEL E-Z CLIP 
e =ር" НЕЕ-85990 90? - N*10 MOR STEEL E-Z CLIP 
HFE-85992 90? - N*12 MOR STEEL E-Z CLIP 
FEMALE O-RING WITH R134A ACCESS STEEL E-Z CLIP 
IMAGE PART М? DESCRIPTION 
я HFE-86686 STRAIGHT - №6 FOR STEEL E-Z CLIP WITH RI34A ACCESS 
] НЕЕ-86688 STRAIGHT - №8 FOR STEEL E-Z CLIP WITH В134А ACCESS 
^ ሙሠ 3 НЕЕ-86690 STRAIGHT - №10 FOR STEEL E-Z CLIP WITH R134A ACCESS 
-— HFE-86692 STRAIGHT - №12 FOR STEEL E-Z CLIP WITH R134A ACCESS 
HFE-86706 45° - №6 FOR STEEL E-Z CLIP WITH В134А ACCESS 
E HFE-86708 45° - №8 FOR STEEL E-Z CLIP WITH R134A ACCESS 
©) ው... НЕЕ-86710 45° - №10 FOR STEEL E-Z CLIP WITH В134А ACCESS 
HFE-86712 45° - №12 FOR STEEL E-Z CLIP WITH R134A ACCESS 
p HFE-86716 90° - №6 FOR STEEL E-Z CLIP WITH RI34A ACCESS 
-/ НҒЕ-86718 90? - N°8 FOR STEEL E-Z CLIP WITH RI34A ACCESS 


НҒЕ-86720 90? - N°10 FOR STEEL E-Z CLIP WITH RIS4A ACCESS 


НҒЕ-86722 909 - М912 FOR STEEL Е-7 CLIP WITH R134A ACCESS 


ЕАТОМ STEEL SPLICERS 


PART N? DESCRIPTION 


HSE-89946 N°6 STD. STEEL 


HSE-89948 NES STD. STEEL 


HSE-89950 N°1O STD. STEEL 


HSE-89986 N°6 STD. STEEL WITH R134a SERVICE PORT 
HSE-89988 N°8 STD. STEEL WITH R134a SERVICE PORT 
HSE-89990 М°1О STD. STEEL WITH R134a SERVICE PORT 
HSE-89992 №12 STD. STEEL WITH R134a SERVICE PORT 


HOSE, FTNG'S, ASSY'S 
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Lokclip Assembly Instructions 


LOKCLIP COMPONENTS 


Lokclip technology provides you with a simple and low-cost alternative to pressed and 
screwed connections for tubes. 


Lokclips can be used to set up both hose-to-hose and hose-to-tube connections for all 
conceivable repair situations. Lokclip is designed to suit Genuine Galaxy Reduced Hose - see 
page 693 for more information. 


The system, comprising stainless steel clips, clip position holder and contoured joint practically 
excludes application mistakes during assembly. Alongside the important SAE J2064, Lokclip 
meets all the required standards. 


| 4 
) | | M — 
A <4 ы ሆሴ . 
| "3 € 4 4 
JOINT LOKRING STAINLESS STEEL PLASTIC CLIP HOLDER LOKTOOL 
CLIPS 
The shape of the When assembled, The clip position Those who already work 
joint to be used is LOKRINGs The stainless steel holder ensures during with LOKRINGs only 
defined by one of guarantee a clips press the assembly that the need an additional pair 
the many types, sizes permanent tube hose as a tight fit stainless steel clips are of assembly jaws to 
and repair situations. connection. onto the contoured pressed as an exact fit set up tube and hose 
joint. into the contour of the connections with the 
joint. same assembly tool. 


LOKCLIP ASSEMBLY INSTRUCTIONS 


NOTE: Diagrams are for illustrative purposes only. 


Де =. 


INSERT STAINLESS STEEL CLIPS PUSH THE LOKCLIP ONTO THE HOSE LUBRICATE AND PUSH IN JOINT 

Insert the two stainless steel clips in the clip Insert the hose into the position holder with Lubricate the joint with a little refrigerant oil. 
position holder in such a way that the clips are pre-mounted clips as far as it will go. This allows it to be pushed into the end of the 
easily accessible for the subsequent pressing hose more easily. Then push the joint into the 
process using the assembly tool. hose as far as it will go. 


STEP 5 


PRESS INTO PLACE SETTING UP A TUBE CONNECTION 
Press the stainless steel clips using the hand assembly tool. Start with The LOKCLIP connection is ready to use! Now, as shown with this variant, 
the clip positioned at the side of the hose. you can connect a tube on the other side with the aid of a LOKRING as 


before. In the case of a hose-to-hose connection, the steps shown here 
are repeated. 
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ГоКсПр Кера" Fittings 


Highgate 


LOKCLIP CLIPS 


IMAGE PART N? DESCRIPTION 
HR-48226 N°6 LOKCLIP CLIP 
HR-48228 N°8 LOKCLIP CLIP 
HR-48230 N°1O LOKCLIP CLIP 
HR-48232 N°12 LOKCLIP CLIP 


LOKCLIP CLIP PLASTIC HOLDER 


IMAGE PART N° DESCRIPTION 
HR-48306 N°6 LOKCLIP CLIP HOLDER 
HR-48308 N°8 LOKCLIP CLIP HOLDER 
HR-48310 N°1O LOKCLIP CLIP HOLDER 
HR-48312 N°12 LOKCLIP CLIP HOLDER 


FEMALE O-RING STEEL LOKCLIP 


IMAGE PART N° DESCRIPTION 

HR-54226 STRAIGHT - N°6 FOR, STEEL LOKCLIP 
HR-54228 STRAIGHT - N°8 FOR, STEEL LOKCLIP 
HR-54230 STRAIGHT - №10 FOR, STEEL LOKCLIP 
HR-54232 STRAIGHT - N?12 FOR, STEEL LOKCLIP 
HR-54246 45? - N°6 FOR, STEEL LOKCLIP 
HR-54248 45? - N°8 FOR, STEEL LOKCLIP 
HR-54250 45? - N°10 FOR, STEEL LOKCLIP 
HR-54252 45? - N°12 FOR, STEEL LOKCLIP 
HR-54266 90? - N°6 FOR, STEEL LOKCLIP 
HR-54268 90%- N 3IFOR ЛУ ыце ані»? 
HR-54270 90° - N°10 FOR, STEEL LOKCLIP 
HR-54272 90? - N°12 FOR, STEEL LOKCLIP 


FEMALE O-RING WITH R134A ACCESS - STEEL LOKCLIP 


IMAGE PART N? DESCRIPTION 
HR-54586 STRAIGHT - N°6 FOR STEEL LOKCLIP WITH R134a ACCESS 
HR-54588 STRAIGHT - N°8 FOR STEEL LOKCLIP WITH R134a ACCESS 
HR-54590 STRAIGHT - N°10 FOR STEEL LOKCLIP WITH R134a ACCESS 
HR-54592 STRAIGHT - N°12 FOR STEEL LOKCLIP WITH R134a ACCESS 
HR-54606 45? - N°6 FOR STEEL LOKCLIP WITH R134a ACCESS 
HR-54608 45? - N°8 FOR STEEL LOKCLIP WITH R134a ACCESS 
HR-54610 45? - N°10 FOR STEEL LOKCLIP WITH R134a ACCESS 
HR-54612 45? - N°12 FOR STEEL LOKCLIP WITH R134a ACCESS 
2 HR-54616 90? - N°6 FOR STEEL LOKCLIP WITH R134a ACCESS 
ም መ 2 HR-54618 90? - N°8 FOR STEEL LOKCLIP WITH R134a ACCESS 
су 1 HR-54620 90? - N*10 FOR STEEL LOKCLIP WITH R134a ACCESS 
HR-54622 90? - №12 FOR STEEL LOKCLIP WITH R134a ACCESS 
F han E 
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MALE O-RING STEEL LOKCLIP 


PART N? DESCRIPTION 

HR-54706 STRAIGHT - N°6 STEEL LOKCLIP ТО N°6 MOR THIN WALL 
HR-54708 STRAIGHT - №8 STEEL LOKCLIP ТО №8 MOR THIN WALL 
HR-54710 STRAIGHT - N°10 STEEL LOKCLIP TO N°10 MOR THIN WALL 
HR-54726 90? - N°6 STEEL LOKCLIP ТО N°6 MOR THIN WALL 
HR-54728 90? - N°8 STEEL LOKCLIP TO N°8 MOR THIN WALL 
HR-54730 90? - N°10 STEEL LOKCLIP TO №10 MOR THIN WALL 


MALE INSERT O-RING STEEL LOKCLIP 


PART N? DESCRIPTION 

HR-54806 STRAIGHT - N°6 STEEL LOKCLIP ТО N°6 MIO THIN WALL 
HR-54808 STRAIGHT - N°8 STEEL LOKCLIP TO N°8 MIO THIN WALL 
HR-54810 STRAIGHT - N°10 STEEL LOKCLIP ТО N°10 MIO THIN WALL 


LOKRING TO LOKCLIP JOINERS 


PART N? DESCRIPTION 

HR-55166 9.5mm LOKRING FITTING TO N°6 LOKCLIP 
HR-55168 13mm LOKRING FITTING TO N°8 LOKCLIP 

HR-55170 16mm LOKRING FITTING ТО №10 LOKCLIP 
HR-55172 19mm LOKRING FITTING TO N°12 LOKCLIP 


OPEN-ENDED TUBE TO LOKCLIP 


IMAGE PART N? DESCRIPTION 
Ë HR-55276 9.53mm OPEN-ENDED TUBE ТО N°6 LOKCLIP 
е? HR-55278 1šmm ОРЕМ-ЕМОЕО TUBE ТО N°8 LOKCLIP 
` HR-55280 16mm OPEN-ENDED TUBE ТО N°10 LOKCLIP 
\ HR-55282 19mm OPEN-ENDED TUBE TO N?12 LOKCLIP 
LOKCLIP SPLICER - STEEL 
IMAGE PART N? DESCRIPTION 
HR-57126 N°6 STEEL LOKCLIP SPLICER 


а TÐ HR-57128 N°8 STEEL LOKCLIP SPLICER 
8: = HR-57130 N°10 STEEL LOKCLIP SPLICER 
እ] 


HR-57132 N°12 STEEL LOKCLIP SPLICER 


LOKCLIP SPLICER - STEEL - WITH R134A ACCESS 


PART N? DESCRIPTION 

HR-57226 N°6 STEEL LOKCLIP SPLICER WITH RIS4A ACCESS 

HR-57228 №8 STEEL LOKCLIP SPLICER WITH R134A ACCESS 

HR-57230 №10 STEEL LOKCLIP SPLICER WITH R134A ACCESS 
HR-57232 №12 STEEL LOKCLIP SPLICER WITH R134A ACCESS 
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LOKCLIP STEP-UP / STEP-DOWN 


IMAGE PART N° DESCRIPTION 
CHECK ONLINE HR-58100 №10 ТО N°12 LOKCLIP STEP-UP 
CHECK ONLINE HR-58200 №12 ТО N°10 LOKCLIP STEP-DOWN 


LOKCLIP ASSORTMENT KIT - SUITS THIN WALL HOSE 
HR-93300-P 


This is the perfect companion to your TO-38672 Used by ОЕМ”5 
Lokring Starter Pack - an absolute winner! 

Complete with all you need to get you started 
and to help you get those hard-to-solve hose 
jobs done on-site quick and fast, the first time, 
every time! 


A simple 5 step process means fast 
service and more profit for you. The 
join is ready to use immediately and the 
system can be charged. 


BOX KIT CONTENTS 


PART N° DESCRIPTION 


TO-37133 JAW SET, LOKCLIP TUBE FITTING TOOL MB SUITS ALL SIZES 1 


TO-21500 CUTTER, HOSE, ATCO KWIKCUT 1 


No welding, soldering 
or thread cutting Hermetically sealed 


HR-55166 9.5mm LOKRING FITTING TO N°6 LOKCLIP 


HR-55168 13mm LOKRING FITTING TO №8 LOKCLIP 


HR-55170 16mm LOKRING FITTING TO N°10 LOKCLIP 


HR-55172 19mm LOKRING FITTING TO N°12 LOKCLIP 


HR-55276 9.53mm OPEN-ENDED TUBE TO N°6 LOKCLIP 


Long lasting 
Simple assembly 


HR-55278 13mm OPEN-ENDED TUBE TO N°8 LOKCLIP 


HR-55282 19mm OPEN-ENDED TUBE TO N°12 LOKCLIP 


HR-57126 N°6 STEEL LOKCLIP SPLICER 


HR-57128 М°8 STEEL LOKCLIP SPLICER 


Pressure 
resistant 


HR-57130 N°10 STEEL LOKCLIP SPLICER 


2 
2 
2 
2 
2 
2 
HR-55280 16mm OPEN-ENDED TUBE TO N°10 LOKCLIP 2 
2 
2 
2 
2 
2 


HR-57132 N°12 STEEL LOKCLIP SPLICER 


THE FIRST TIME. 
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Lokring & Lokclip Combinations Guide 


LOKRING & LOKCLIP COMBINATIONS 


The Lokring and Lokclip connection technology will make it easier for you to repair 
connections in the refrigerant circuit. Conventional methods such as soldering, welding or 
threadcutting are time-consuming, cause damaging soiling and lead to weak spots in the 


refrigerant circuit. 


In contrast, the Lokring and Lokclip system offers you the possibility of connecting a wide 
range of different materials to each other, without diminishing the quality of the connection in 


comparison to expensive original spare parts. 


| =: 
LOKCLIP COMBINATIONS 


[m ran Q pem, 
= = = z, 
5. | —— 


(| 
а 
modi * 


With the Lokclip it's also a case of “Doesn't 
work? There's по such thing!” Аз shown, you can 
connect every hose either with a hose connection 
or any other material used for tubes in air- 
conditioning and cooling technology. 


MATERIAL COMBINATIONS 


H Copper 


H Steel L Aluminium 


E Brass Е Hose Material 
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What can you connect using Lokrings? There's a 
simple answer to that: All the metal tubes used 
in air-conditioning and cooling technology with a 
wall thickness of 0.5mm to 1.5mm. 


There is almost no limit to the combination 
variations here. One rule of thumb is: If at least 
one of the tubes to be connected is made of 
aluminium, an aluminium Lokring must be used as 
well. In all other cases, a brass Lokring is used. 


Lokring Assembly Instructions 


Highgate 


LOKRING COMPONENTS 


The typical Lokring union joint consists of two Lokrings and опе tubular joint for the acceptance 
of the two tube ends. 


Thanks to the conical inner contour of the Lokring and the special outer contour of the joint, the 
diameter of the connection is reduced during assembly to such an extent that the joint and the 
tube create a hermetically sealed metal-to-metal connection. 


The lifetime air-tightness of the fitted connection is guaranteed by the state of permanent 
elastic pre-tension, which is produced by the radial forces of the Lokrings acting in the opposite 


direction to the tube-joint connection. 


= 
( — 
Í Е | ы 
ኗ. መጋ) LOKRINGS 
«E» 
| ፲፪ 
ፕ 
+ | 
| < JOINT | 
JOINT LOKRINGS LOKPREP LOKTOOL 
The shape of When assembled, Thanks to its The hand assembly tool LOKRINGS 


the joint to be 
used is defined 
by one of the 
many types, 
sizes and repair 
situations. 


LOKRINGs guarantee 
a permanent tube 
connection. Up to a 
diameter of 12 mm, 
the LOKRINGs are 
pre-assembled on the 


fitting when delivered. 


specially developed 
properties, 
LOKPREP secures 
the airtight seal of 
the tube connection 
for a lifetime. 


reduces the manual 
force needed during 
assembly. The assembly 
jaws are easy to replace 
to match the size of the 
LOKRING to be fitted. 


LOKRING ASSEMBLY INSTRUCTIONS 


CLEAN THE TUBES 

To ensure that the connection 
is hermetically sealed, the tube 
ends have to be metallically 
bright. First, use our abrasive 
mat to remove all soiling. In 
order to prevent longitudinal 
grooves, the tube ends have to 
be cleaned in a rotary direction. 
Avoid sanding movements in 
the longitudinal direction of the 
tube. 


APPLY LOKPREP 

Next moisten the whole tube 
circumference with LOKPREP 
by guiding the bottle 360° 
around the outside of the 
tube. Apply the LOKPREP a 
little away from the cut edge 
to prevent it getting onto the 
inside of the tube. Depending 
on the repair situation, 

there are several different 
possibilities of applying 
LOKPREP over an area. 


INSERT TUBES 

Next insert the tubes with the 
LOKPREP film into the joint. 
Make sure that the ends of the 
tubes are inserted to the inner 
limit and remain fixed in this 
position during assembly. 


PRESS INTO PLACE 

Finally apply the manual 
assembly tool to the union 
joint so that the LOKRINGs 
are seated squarely in the 
assembly jaws and then press 
the LOKRINGs axially onto 
the joint until they meet at the 
centre then stop. Your join is 
now ready to go. 
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Lokring Ріре Кера!" Fittings 


LOKRING ВГАМК-ОЕЕ CAPS 


IMAGE PART N° DESCRIPTION 
HR-45142 HOSE REPAIR 8mm 8 У5М500 
m 7% HR-45145 HOSE REPAIR 9.53mm 9.53 VSMSOO 
à "TU HR-45152 HOSE REPAIR 2.70mm 12.70 VSMSOO 
| НВ-45159 HOSE REPAIR 16.00mm 16.00 VSMSOO 


LOKRING PIPE TO PIPE JOINERS 


IMAGE PART N° DESCRIPTION 

HR-71480 №5 LOKRING STD. CONNECTOR - 8-8mm 
HR-71485 LOKRING STD. CONNECTOR - 8.5-8.5mm 
HR-71495 N°6 LOKRING STD. CONNECTOR - 9.5-9.5mm 
HR-71500 LOKRING STD. CONNECTOR - 10-10mm 
HR-71511 LOKRING STD. CONNECTOR - 11-Итт 
HR-71522 N°8 LOKRING STD. CONNECTOR - 12-12mm 
HR-71533 LOKRING STD. CONNECTOR - 13-13mm 
HR-71544 LOKRING STD. CONNECTOR - 14-14mm 

< жи HR-71555 LOKRING STD. CONNECTOR - 15-15mm 
HR-71566 N°1O LOKRING STD. CONNECTOR - 16-16mm 
HR-71578 LOKRING STD. CONNECTOR - 18-18mm 
HR-71589 LOKRING STD. CONNECTOR - 19-19mm 
HR-71600 LOKRING STD. CONNECTOR -20-20mm 
HR-71622 LOKRING STD. CONNECTOR - 22-22mm 
HR-71625 LOKRING STD. CONNECTOR - 25.4-25.4mm 


LOKRING PIPE REDUCING CONNECTORS 


IMAGE PART N? DESCRIPTION 
HR-72578 LOKRING RED. CONNECTOR - 9.5-8 тт REDUCED 
HR-72580 LOKRING RED. CONNECTOR - 10-9.5mm REDUCED 
HR-72581 LOKRING RED. CONNECTOR - 12.7-9.53mm REDUCED 
==> - HR-72583 LOKRING RED. CONNECTOR - 13-12mm REDUCED 
I 4 HR-72584 LOKRING RED. CONNECTOR - 16-12.7mm REDUCED 
«/> ©» — HR-72586 LOKRING RED. CONNECTOR - 16-15mm REDUCED 
s HR-72587 LOKRING RED. CONNECTOR - 17-16тт REDUCED 
HR-72588 LOKRING RED. CONNECTOR - 19-16mm REDUCED 
HR-72589 LOKRING RED. CONNECTOR - 19-1Bmm REDUCED 
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LOKRING PIPE ТО BEADLOCK JOINERS 


Lokring Pipe Repair Fittings 


Highgate 


IMAGE PART N? DESCRIPTION 

HR-74730 N°6 TO LOKRING TUBE - 9.5mm 

HR-74734 N°6 TO LOKRING TUBE - 10mm 

HR-74748 N°8 TO LOKRING TUBE - 12mm 

Y HR-74753 N°8 TO LOKRING TUBE - 13mm 
ነ | ዘ8-74760 N°10 ТО LOKRING TUBE - 14mm 
i HR-74763 N°10 TO LOKRING TUBE - 15mm 
HR-74766 N°1O ТО LOKRING TUBE - 16mm 

HR-74782 N°12 TO LOKRING TUBE - 19mm 


LOKRING PIPE TO REDUCED BEADLOCK CONNECTORS 


IMAGE PART N? DESCRIPTION 
HR-74830 N°6 RED. TO LOKRING TUBE - 9.5mm REDUCED 
HR-74834 №6 RED. TO LOKRING TUBE -10mm REDUCED 
ы HR-74848 N°8 RED. TO LOKRING TUBE - 2mm REDUCED 
ረሙ HR-74853 N°8 RED. TO LOKRING TUBE -13mm REDUCED 
 .. жады HR-74860 N°10 RED. TO LOKRING TUBE -14mm REDUCED 
HR-74863 №10 RED. TO LOKRING TUBE - 15mm REDUCED 
HR-74867 №10 RED. TO LOKRING TUBE - lemm REDUCED 
OPEN-ENDED ALUMINIUM TUBE TO BEADLOCK 
IMAGE PART N? DESCRIPTION 
HR-75476 N°6 TO OPEN-ENDED TUBE - 9.5mm 
\ НЕ-75478 N°8 ТО OPEN-ENDED TUBE - 13mm 
\ L — HR-75480 №10 TO OPEN-ENDED TUBE - 16mm 
HR-75482 N°12 TO OPEN-ENDED TUBE - 19mm 


OPEN-ENDED ALUMINIUM TUBE TO REDUCED BEADLOCK 


IMAGE PART N° DESCRIPTION 
HR-75976 №6 RED. TO OPEN-ENDED TUBE - 9.5mm REDUCED 
е HR-75978 N°8 RED. TO OPEN-ENDED TUBE -13mm REDUCED 
| 2 HR-75980 №10 RED. TO OPEN-ENDED TUBE - 16mm REDUCED 
HR-75982 №12 RED. TO OPEN-ENDED TUBE -19mm REDUCED 
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Lokring Ріре Кера!" Fittings 


THREAD ТО ОРЕМ-ЕМОЕО ALUMINIUM TUBES 


IMAGE PART N? DESCRIPTION 
HR-76606 FOR М°6 TO OPEN-ENDED TUBE - 9.5mm O-REPFIT6M 
ነ `, HR-76608 FOR N°8 TO OPEN-ENDED TUBE - 13mm O-REPFIT8M 
| - HR-76610 FOR N°10 TO OPEN-ENDED TUBE - 16mm O-REPFITIOM 
HR-76612 FOR N?12 TO OPEN-ENDED TUBE - 19mm O-REPFITI2M 
HR-76646 MIOR N?6 TO OPEN-ENDED TUBE - 9.5mm O-REPFIT6F 
HR-76648 MIOR №8 TO OPEN-ENDED TUBE - 13mm O-REPFIT8F 
HR-76650 МОК N°10 TO OPEN-ENDED TUBE - 16mm O-REPFITIOF 
HR-76652 МОК №12 TO OPEN-ENDED TUBE - 19mm O-REPFIT12F 
HR-76686 MOR N*6 TO OPEN-ENDED TUBE - 9.5mm O-REPFIT6MI 
HR-76688 МОК N°8 TO OPEN-ENDED TUBE - 13mm O-REPFIT8MI 
й HR-76690 МОК №10 TO OPEN-ENDED TUBE - 16mm O-REPFITIOMI 
HR-76692 MOR №12 TO OPEN-ENDED TUBE - 19mm O-REPFIT12MI 


OPEN-ENDED ALUMINIUM TUBES 


IMAGE PART N° DESCRIPTION 

HR-77806 45° N°6 TUBE - 9.5mm 

\ p / HR-77808 45? N°8 TUBE - 13mm 
HR-77810 45? N°10 TUBE - 16mm 
HR-77826 90° N°6 TUBE - 9.5mm 

క | HR-77828 90° N°8 TUBE - 13mm 
9 = HR-77830 90? N°10 TUBE - 16mm 
HR-77832 90? N°12 TUBE - 19mm 


LOKRING SPLICERS WITH R134A ACCESS 


IMAGE PART N° DESCRIPTION 
z HR-79128 SPLICER 8mm, Е134а HIGH SIDE S/PORT 
` “ HR-79139 SPLICER 9.5mm, В134а HIGH SIDE S/PORT 
| P шч 4 - HR-79150 SPLICER 10mm, R134a HIGH SIDE S/PORT 
< HR-79162 SPLICER 12mm, R134a HIGH SIDE S/PORT 
Å HR-79173 SPLICER 13mm, Е134а HIGH SIDE S/PORT 
m HR-79186 SPLICER 16mm, R134a HIGH SIDE S/PORT 
шае” 
3 2 HR-79199 SPLICER 19mm, R134a HIGH SIDE S/PORT 


LOKRING SPLICERS WITH SWITCH PORT 


IMAGE PART N° DESCRIPTION 
የፎም 
7 HR-79349 9.5mm MALE S/PORT 
Е 
\ . ви 
መ ` 74 HR-79353 13mm MALE S/PORT 
-‹ መሙ 
| \ 4 Æ HR-79359 9.5mm MALE S/PORT - R12 ACCESS 
Ë < = ы 
ሠ 
6 
т 
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Lokring Pipe Repair Fittings 


Highgate 


LOKRING ORIFICE TUBE INSERT 


IMAGE PART N? DESCRIPTION 
» a" 
= የ ў ዕፍ” ja HR-79373 13mm ALUMINIUM ORIFICE TUBE INSERT 
Е ца” 
LOKRING ТЕЕ UNIONS 
IMAGE PART N? DESCRIPTION 
CHECK ONLINE HR-82408 TEE UNION 12.7mm BRASS 
< HR-82506 TEE UNION 9.53mm TO 9.53mm N°6 МОЕ 
—. m HR-82508 TEE UNION 13mm TO 13mm №8 MIOR 
— 
| ы "m. 4 HR-82510 TEE UNION 16mm TO 16mm N°10 MIOR 
2 HR-82511 ТЕЕ UNION 19mm TO 19тт N°10 МОЕ 
-” 
HR-82512 TEE UNION 19mm ТО 19mm N°12 MIOR 
CHECK ONLINE HR-85016 TEE UNION 16mm TO 16mm 16mm BRASS 
LOKRING BRASS JOINERS 
IMAGE PART N? DESCRIPTION 
® Re $ HR-84216 90? 16mm 
HR-84560 STRAIGHT RED. 9.5mm TO 6.0mm REDUCED 
HR-84744 STRAIGHT 6mm 
በየም” HR-84746 STRAIGHT 9.53mm 
aa 
ў НЕ-84748 STRAIGHT 12.7mm 
HR-84750 STRAIGHT 16mm 
HR-84752 STRAIGHT 19mm 
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Lokring в Lokclip Assortment Kits 


LOKRING STARTER ASSORTMENT KIT 
HR-93200-P 


LOKRING STARTER ASSORMENT KIT FOR STANDARD HOSE 


PART N? DESCRIPTION QTY PART N? DESCRIPTION QTY 
HR-71480 М°5 STD. CONNECTOR - 8-8mm 2 HR-74730 N°6 TO LOKRING TUBE - 9.5mm 2 
HR-71495 N°6 STD. СОММЕСТОК - 9.5-9.5mm 2 HR-74734 N°6 TO LOKRING TUBE - 10mm 2 
HR-71522 N°8 STD. СОММЕСТОК - 12-12mm 2 HR-74748 N°8 TO LOKRING TUBE - 12mm А 
HR-71533 N°8 STD. CONNECTOR - 13-13mm 2 

HR-74753 N°8 TO LOKRING TUBE - 1mm 4 
HR-71566 N°10 STD. CONNECTOR - 16-16mm 1 
HR-72578 RED. CONNECTOR - 9.5-8mm 2 HR-74760 №10 TO LOKRING TUBE - 14mm D 
HR-72580 RED. CONNECTOR - 10-9.5mm 2 HR-74763 №10 TO LOKRING TUBE - 15mm 2 
HR-72583 RED. CONNECTOR - 13-12mm 2 HR-74766 N°10 ТО LOKRING TUBE - 16mm 2 


LOKRING STARTER ASSORTMENT KIT - THIN WALL 
НК-93250-Р 


LOKRING STARTER ASSORMENT KIT FOR THIN WALL HOSE 


PART N? DESCRIPTION QTY PART N? DESCRIPTION QTY 
HR-71480 N°5 STD. CONNECTOR - 8-8mm 2 HR-74730 N°6 TO LOKRING TUBE - 9.5mm 2 
HR-71495 N°6 STD. CONNECTOR - 9.5-9.5mm 2 HR-74734 N°6 TO LOKRING TUBE - 10mm 2 
HR-71522 М°8 STD. СОММЕСТОК - 12-12mm 2 HR-74748 N°8 TO LOKRING TUBE - 12mm 2 
HR-71533 N°8 STD. CONNECTOR - 13-13mm 2 

HR-74753 N°8 TO LOKRING TUBE - 13mm 2 
HR-71566 №10 STD. CONNECTOR - 16-16mm 1 
HR-72578 RED. CONNECTOR - 9.5-8mm 2 HR-74760 №10 TO LOKRING TUBE - 14mm D 
HR-72580 RED. CONNECTOR - 10-9.5mm 2 HR-74763 №10 TO LOKRING TUBE - 15mm D 
HR-72583 RED. CONNECTOR - 13-12mm 2 HR-74766 N°10 TO LOKRING TUBE - 16mm 2 


LOKRING & LOKCLIP ASSORTMENT KIT 
НК-93260-Р 


LOKRING в LOKCLIP STARTER ASSORMENT KIT FOR STANDARD HOSE 


PART N? DESCRIPTION QTY PART N? DESCRIPTION QTY 
HR-71480 №5 STD. CONNECTOR - 8-8mm 2 HR-72586 | RED. CONNECTOR - 13-12mm 2 
HR-71495 N°6 STD. CONNECTOR - 9.5-9.5mm 2 HR-55166 RED. BARR. 9.53mm, N°6 - LKG TO LCP ALU. 2 
HR-71522 N°8 STD. СОММЕСТОК - 12-12mm 2 HR-55168 RED. BARR. 13mm, N°8 - LKG TO LCP ALU. 2 
HR-71533 N°8 STD. CONNECTOR - 13-13mm 2 HR-55170 RED. BARR. 16mm, N°10 - LKG TO LCP ALU. 2 
HR-71566 N°10 STD. CONNECTOR - 16-16mm 2 HR-55172 RED. BARR. 19mm, N°12 - LKG TO LCP ALU. 2 
HR-71589 №12 STD. CONNECTOR - 19-19mm 2 HR-55276 | RED. BARR. OE. 9.53mm, №6 - LKG TO LCP ALU. 1 
HR-72578 RED. CONNECTOR - 9.5-8mm 2 HR-55278 | RED. BARR. O.E. 13mm, N?8 - LKG TO LCP ALU. 1 
HR-72580 RED. CONNECTOR - 10-9.5mm 2 HR-55280 | RED. BARR. OE. 16mm, №10 - LKG TO LCP ALU.) 1 
HR-72583 RED. CONNECTOR - 13-12mm 2 HR-55282 | RED. BARR. OE. 19mm, №19 - [КС TO LCP ALU. 1 
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Aluminium Line 


ALUMINIUM LINE FF TO FF 


IMAGE PART N? DESCRIPTION 
НО-24906 FEM FLARE -FEM FLARE N°6 18” 460 mm 
а - НО-25006 FEM FLARE -FEM FLARE N°6 30” 760 mm 
НО-25016 FEM FLARE -FEM FLARE №6 40” 1000 тт 
НО-25020 FEM FLARE -FEM FLARE N°6 48” 1220 тт 
ALUMINIUM LINE FOR ТО FOR 
IMAGE PART N? DESCRIPTION 
HO-25030 FEM O-RING -FEM O-RING N°5 16" 200 mm 
HO-25035 FEM O-RING -FEM O-RING N°5 14" 350 mm 
HO-25040 FEM O-RING -FEM O-RING N°5 18" 460 mm 
HO-25043 FEM O-RING -FEM O-RING №5 30” 760 mm 
HO-25045 FEM O-RING -FEM O-RING №5 40” 1000 mm 
HO-25046 FEM O-RING -FEM O-RING N°5 48” 1220 mm 
а — HO-25047 FEM O-RING -FEM O-RING N°6 200 mm 
HO-25048 FEM O-RING -FEM O-RING N°6 14” 350 mm 
HO-25050 FEM O-RING -FEM O-RING N°6 18” 460 mm 
НО-25053 FEM O-RING -ҒЕМ O-RING N°6 20" 760 mm 
НО-25056 FEM O-RING -ҒЕМ O-RING N°6 40” 1000 mm 
НО-25058 FEM O-RING -ҒЕМ O-RING М%6 48” 1220 тт 
НО-25060 FEM O-RING -ҒЕМ O-RING М°6 1500 тт 
ALUMINIUM LINE FOR ТО MIOR 
IMAGE PART N? DESCRIPTION 
НО-25082 FEM O-RING - МОК N°6 12” 300 mm 
НО-25085 FEM O-RING - МОК N°6 30” 760 тт 
CHECK ONLINE 
НО-25088 FEM O-RING - МОК М°6 50” 1270 mm 
НО-25093 FEM O-RING - МОК N°6 59" 1500 mm 


ALUMINIUM LINE - OPEN ЕМОЕО 


IMAGE PART N? DESCRIPTION 
НО-25205 OPEN ENDED 8mm OD N°5 2000 mm 
НО-25206 OPEN ENDED 9.5mm OD N?6 2000 mm 
HO-25208 OPEN ENDED 13mm OD N°8 2000 mm 
HO-25210 OPEN ENDED 16mm OD №10 2000 mm 
HO-25212 OPEN ENDED 19mm OD N?12 2000 mm 
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Hose Fitting Adaptors 


FLARE TO O-RING ADAPTORS 


IMAGE PART N° DESCRIPTION 
- НА-45356 ADAPTS №6 M-FL ТО №6 MIOR 
ў ў D HA-45358 ADAPTS №8 M-FL TO №8 MIOR 
HA-45360 ADAPTS N°10 M-FL TO №10 МОБ 


MALE INSERT O-RING TO FEMALE INSERT O-RING ADAPTORS 


IMAGE 


PART N? 


DESCRIPTION 


HA-45556 


ADAPTS N°6 MIOR ТО N°6 FOR 


MALE INSERT O-RING TO MALE FLARE ADAPTORS 


IMAGE PART N? DESCRIPTION 
HA-45666 ADAPTS N°6 MIOR ТО N°6 МЕ 
р НА-45666-6 ADAPTS №6 МІОЕ ТО №6 МЕ PACK ОЕ 6 
Æ y HA-45688 ADAPTS М°8 МОК TO N?8 МЕ 
HA-45688-6 ADAPTS N°8 МОК TO N°8 MF PACK OF 6 
HA-45690 ADAPTS N°10 MIOR TO N°10 МЕ 
HA-45690-6 ADAPTS N°10 MIOR TO N°10 MF PACK OF 6 
HA-45692 ADAPTS N°12 MIOR TO N°12 MF 
| HA-45756 ADAPTS №5 МЮК ТО №6 MIOR 
d t 
HA-46465 ADAPTS N°6 M-FL TO N°5 MIOR 


IMPERIAL TO METRIC ADAPTORS 


IMAGE PART N° DESCRIPTION 
HA-46516 ADAPTS N°6 M-FL TO 16mm MIOR METRIC 
HA-46520 ADAPTS N°8 M-FL TO 20mm MIOR METRIC 


MALE O-RING TO FEMALE O-RING ADAPTORS 


IMAGE PART N° DESCRIPTION 
нна НА-47267 ADAPTS №6 М-ОВ ТО №7 M-OR 
D HA-47276 ADAPTS N°7 M-OR TO N°6 M-OR 
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Hose Fitting Adaptors 


Highgate 


PAD FITTING ADAPTORS 


IMAGE PART N? DESCRIPTION 
Ж” 
% Se Æ HA-47320 BLANKS OFF PAD FITTING - COOLTEMP PAD - USE FOR WELDING 
£ HA-47366 ADAPTS COOLTEMP РАО TO N°6 МОЕ 
га” À 
ай! em 
3 3 di HA-47368 ADAPTS COOLTEMP PAD TO N?8 MIOR 


MALE AND FEMALE FLARE UNIONS 


IMAGE PART N? DESCRIPTION 
HA-83500 N?6 MF-MF 
HA-83525 N°8 MF-MF 
HA-83552 N?10 MF-MF 
HA-83620 N°6 MF TO 1/4" MF 
HA-83645 №8 MF TO №6 МЕ 
HA-83670 N°10 TO N°8 MF 
1 ጨ НА-85680 ADAPTS N°6 F-FL TO 1/4 MF 
HA-83766 FL-FL 3/8M-1/2F STRAIGHT BRASS MALE TO FEMALE 
| ዘል-85788 FL-FL 1/2M-3/8F STRAIGHT BRASS MALE TO FEMALE 
HA-83850 FL-FL 1/2M-5/8F STRAIGHT BRASS MALE TO FEMALE 
HA-83868 FL-FL 5/8M-1/2F STRAIGHT BRASS MALE TO FEMALE 


MALE INSERT O-RING UNIONS 


IMAGE PART N? DESCRIPTION 
HA-83905 MIOR-MIOR №5 
HA-83906 MIOR-MIOR N°6 
HA-83908 MIOR-MIOR N°8 
HA-83910 MIOR-MIOR N°10 
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Hose Fitting Adaptors 


TEE UNIONS 
IMAGE PART N? DESCRIPTION 

HA-84146 FOR -MIOR-MIOR N°6 - N°6 - N°6 90” ТЕЕ 
HA-84148 FOR -MIOR-MIOR N°8 - N°8 - N°8 9O° TEE 

| 

| 
ዘል-84150 FOR -MIOR-MIOR N°10 - N°10 - N°10 90° ТЕЕ 
ዘል-84176 FOR -MIOR-MIOR N°6 - N°6 - N°6 STRAIGHT TEE 
HA-84178 FOR -MIOR-MIOR N°8 - N°8 - №8 STRAIGHT TEE 

L 
HA-84180 FOR -MIOR-MIOR N°10 - N°10 - N°10 STRAIGHT ТЕЕ 
HA-84226 MIOR-MIOR-MIOR N°6 - N°6 - N°6 TEE 
HA-84228 MIOR-MIOR-MIOR N°8 - N°8 - N°8 TEE 
HA-84230 MIOR-MIOR-MIOR N°10 - N°10 - N°10 TEE 


STEP-DOWN ADAPTORS 


IMAGE PART N? DESCRIPTION 
HA-84486 ADAPTOR-UNION, N?8 F-O-R - N°6 МОК STEP - DOWN 
HA-84488 №10 F-O-R - №8 MIOR STEP - DOWN 
HA-84492 №12 F-O-R - N°10 MIOR STEP - DOWN 
STEP-UP ADAPTORS 
IMAGE PART N? DESCRIPTION 
HA-84382 ADAPTOR-UNION, N°10 F-O-R - №12 МОК STEP - UP 
HA-84760 N°6 90? FF-MF 
HA-84785 N°8 90? FF-MF 
HA-84820 №10 90? FF-MF 


90? SWIVEL UNIONS 


IMAGE PART N? DESCRIPTION 


ў ў НА-84866 №6 FOR-MIOR 90° 


HA-84888 N°8 FOR-MIOR 90° 


HA-84910 N°10 FOR-MIOR 90° 
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Hose Fitting Nuts 


Highgate 


HOSE FITTING NUT - FEMALE FLARE 


PART N? DESCRIPTION 

HFN-73156 N? 6 18-UNF THREAD 
HFN-73158 N° 8 16-UNF THREAD 
НЕМ-73160 N°10 14-UNF THREAD 


HOSE FITTING МИТ - FEMALE O-RING 


IMAGE PART N? DESCRIPTION 


HFN-73506 N° 6 18-UNF THREAD 


HFN-73508 N°8 16-UNF THREAD 


НЕМ-73510 М°1О 14-UNF THREAD 


HOSE FITTING МОТ - MALE INSERT O-RING 


IMAGE PART N? DESCRIPTION 


HFN-73706 N° 6 18-UNF THREAD 


CHECK ONLINE HFN-73708 N° 8 16-UNF THREAD 


НЕМ-73710 №10 14-UNF THREAD 


HOSE FITTING NUT - MALE O-RING 


IMAGE PART N? DESCRIPTION 


HFN-73906 N? 6 18-UNF THREAD 


HFN-73908 № 8 18-UNF THREAD 


HFN-73910 N°10 18-UNF THREAD 


WELD-ON NUT - MALE INSERT O-RING - ALUMINIUM 


IMAGE PART N? DESCRIPTION 


HFN-73805 N? 518-UNF THREAD 


HFN-73806 N? 6 18-UNF THREAD 


HFN-73808 N° 8 16-UNF THREAD 


HFN-73810 №10 14-UNF THREAD 


WELD-ON NUT - MALE INSERT O-RING - BRASS 


IMAGE PART N? DESCRIPTION 


HFN-74806 N? 6 18-UNF THREAD, 


HFN-74808 N° 8 18-UNF THREAD 


HFN-74810 N? 10 18-UNF THREAD 


HFN-74812 N? 12 18-UNF THREAD 
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Hose Fitting Nuts, Grommets, Compressor Fittings 


WELD-ON NUT - METRIC CAPTIVE O-RING - ALUMINIUM 


IMAGE PART N? DESCRIPTION 
HFN-73786 M16 x 1.5 THREAD, 8.20mm PIPE 
HFN-73788 M22 x 1.5 THREAD, 12.95mm PIPE 


HFN-73790 M24 x 1.5 THREAD, 16.00mm PIPE 


GROMMETS 
IMAGE PART N? DESCRIPTION 
HG-41137 UNIVERSAL - SUITS N°6 - 8- 10 STANDARD AIRCON HOSE - suits 35mm hole 


FEMALE O-RING WITH R134A ACCESS 


PART N? DESCRIPTION 


COS-98028 FOR -MIOR, SCHRAD- 8 HORIZONTAL R134a ACCESS 


COS-98030 FOR -MIOR, SCHRAD-10 HORIZONTAL R134a ACCESS 


FLANGE WITH R12 ACCESS 


IMAGE PART N° DESCRIPTION 
+ COS-97248 FLANGE-MF, B/SEAT- 8 HORIZONTAL R12 1/AMF ACCESS 
F Gj- 
ө — COS-97250 FLANGE-MF, B/SEAT-10 HORIZONTAL R12 1/4MF ACCESS 
1 COS-97280 FLANGE-MF, SCHRAD- 8 HORIZONTAL R12 1/4MF ACCESS 


V: 
й COS-97285 


п 


LANGE-MF, SCHRAD-10 HORIZONTAL R12 1/4MF ACCESS 


COS-98008 FLANGE-MIOR, SCHRAD- 8 HORIZONTAL R134a ACCESS 


COS-98010 FLANGE-MIOR, SCHRAD-10 HORIZONTAL R134a ACCESS 


ROTOLOC WITH R12 ACCESS 


PART N° DESCRIPTION 


COS-97453 ROTOLOC -MF, B/SEAT- 8 HORIZONTAL R12 1/4 МЕ ACCESS 


COS-97458 ROTOLOC -MF, B/SEAT-10 HORIZONTAL R12 1/4MF ACCESS 


COS-97558 ROTOLOC -MIOR, SCHRAD- 8 HORIZONTAL 812 1/4MF ACCESS 


w „2 
ы 
% M ші СО5-97560 ROTOLOC -MIOR, SCHRAD-10 HORIZONTAL R12 1/4MF ACCESS 
š COS-97610 ROTOLOC -MIOR, B/SEAT- 8 HORIZONTAL R12 1⁄4MF ACCESS 
/ y Úx 
Э q 9)- COS-97615 ROTOLOC -MIOR, B/SEAT-10 HORIZONTAL R12 1/4 МЕ ACCESS 


| 
ë 
Е 
$ 
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Compressor Fittings 


Highgate 


ROTOLOC WITH R134A ACCESS 


IMAGE PART N? DESCRIPTION 
е, = COS-98058 ROTOLOC -MF, B/SEAT- 8 VERTICAL R134a ACCESS 
а ж- 
ы СО5-98060 ROTOLOC -МЕ, B/SEAT-10 VERTICAL R134a ACCESS 
Æ . COS-98098 ROTOLOC -MIOR, SCHRAD- 8 HORIZONTAL R134a ACCESS 
o» 
LY jd COS-98100 ROTOLOC -MIOR, SCHRAD-10 HORIZONTAL R134a ACCESS 
| > COS-98118 ROTOLOC -MIOR, B/SEAT- 8 VERTICAL R134a ACCESS 
ie 9 
% СО5-98120 ROTOLOC -МІОВ, B/SEAT-10 VERTICAL R134a ACCESS 
ж 
š ር ብሽ ር 05-98558 ROTOLOC-BEADLOCK, SCHRAD- 8, HORIZONTAL 81548 ACCESS 
ነ p" е COS-98360 ROTOLOC-BEADLOCK, SCHRAD-10, HORIZONTAL R134a ACCESS 


TUBE O-RING WITH R12 ACCESS 


IMAGE PART N° DESCRIPTION 
= 
COS-97728 TUBE-O-MIOR, SCHRAD- 8 HORIZONTAL R12 1/4MF ACCESS 
> ኀጩ 
ua 
= COS-97730 TUBE-O-MIOR, SCHRAD-10 HORIZONTAL R12 1/4MF ACCESS 
TUBE O-RING WITH R134A ACCESS 
IMAGE PART N? DESCRIPTION 
«> СО5-98138 ТУВЕ-О-МЕ, SCHRAD- 8 HORIZONTAL R134a ACCESS 
за B 
COS-98140 ТУВЕ-О-МЕ, SCHRAD-10 HORIZONTAL R134a ACCESS 
<=> COS-98158 TUBE-O-MIOR, SCHRAD- 8 HORIZONTAL R134a ACCESS 
41 СО5-98160 TUBE-O-MIOR, SCHRAD-10 HORIZONTAL R134a ACCESS 
m 
Á COS-98178 TUBE-O-MIOR, B/SEAT- 8 VERTICAL R134a ACCESS 
җай, X 
k | COS-98180 TUBE-O-MIOR, B/SEAT-10 VERTICAL R134a ACCESS 
COS-98448 TUBE-O-BEADLOCK, SCHRAD- 8, HORIZONTAL R134a ACCESS 
49 
ነ መ ር05-98450 TUBE-O-BEADLOCK, SCHRAD-10, HORIZONTAL 81548 ACCESS 


GM PAD TO BARB WITH R12 ACCESS - ALUMINIUM 


IMAGE PART N? DESCRIPTION 
- 
COS-93350 N°10, 90°. G.M. BLOCK, REVERSE WITH 1/4’ MF SERVICE VALVE 
‹ 4 
Ж COS-93352 N?12, 90*. G.M. BLOCK, REVERSE WITH 1/4' MF SERVICE VALVE 


>: 
U 
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Compressor Fittings 


GM PAD TO BEADLOCK WITH R12 ACCESS - ALUMINIUM 


PART N° DESCRIPTION 


COS-93275 N°8 STANDARD G.M. BLOCK WITH 1/4’ MF SERVICE VALVE 


COS-93288 N°10 STANDARD G.M. BLOCK WITH 1/4’ MF SERVICE VALVE 


COS-93292 N°12 STANDARD G.M. BLOCK WITH 1/4’ MF SERVICE VALVE 


COS-93558 №8 G.M. 90° STANDARD WITH 1/4’ MF SERVICE VALVE 


COS-93560 N°10 G.M. 90° STANDARD WITH 1/4’ MF SERVICE VALVE 


COS-93562 N?12 G.M. 90° STANDARD WITH 1/4’ MF SERVICE VALVE 


COS-93568 N°8 90° G.M. REVERSE WITH 1/4’ MF SERVICE VALVE 


COS-93570 N°10 90° G.M. REVERSE WITH 1/4’ MF SERVICE VALVE 


COS-93572 N°12 90° G.M. REVERSE WITH 1/4’ MF SERVICE VALVE 


DUAL GM PAD TO BEADLOCK - ALUMINIUM 


IMAGE PART N° DESCRIPTION 


CHECK ONLINE COS-93442 N°8-12, G.M. BLOCK STRAIGHT, DUAL, BEADLOCK 


®©- ሙዴ. 
CC. 
“ሬክ 9 COS-93458 N°8-12, G.M. BLOCK 90°., DUAL, BEADLOCK 


е అ COS-93472 N°8-12, G.M. BLOCK 180°., DUAL, BEADLOCK 


GM PAD TO BEADLOCK WITH R134A ACCESS - ALUMINIUM 


IMAGE PART N° DESCRIPTION 


7 5 A 
P xus 
D Е 24 К) COS-93318 N°8, STRAIGHT G.M. BLOCK WITH R134A SERVICE VALVE 


COS-93588 N°8 G.M. 90° STANDARD WITH R134a SERVICE VALVE 


СО5-93590 М°1О G.M. 90° STANDARD WITH R134a SERVICE VALVE 
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DENSO РАО ADAPTORS 


Compressor Adaptors 


Highgate 


IMAGE PART N? DESCRIPTION 
° 5%; » COS-94008 DENSO R12 PAD WITH N? 8 MIOR FITTING, DISCHARGE 
М 
z COS-94010 DENSO R12 PAD WITH №10 MIOR FITTING, SUCTION 
д COS-94028Z DENSO R134a PAD WITH N° 8 MIOR FITTING, DISCHARGE 
) a & ø COS-94030 DENSO R134a PAD WITH N°10 MIOR FITTING, SUCTION 
CA 1 Å COS-94042 DENSO R12 PAD ТО R134a, CONVERSION FITTING SET OF 2 (SUCTION & DIS- 
| СНАЕСЕ) 
М де. 
дъ 1 К. ` COS-94043 DENSO R134a PAD TO R12, CONVERSION FITTING SET OF 2 (SUCTION ል DIS- 
/ = CHARGE) 


DENSO COMPRESSOR MANIFOLDS 


PART N? DESCRIPTION 
COS-94400 SUCTION MANIFOLD, SUITS DENSO 6E171, COR-48398 
COS-94401 DISCHARGE MANIFOLD, SUITS DENSO 6E171, COR-48398 
COS-94450 MANIFOLD SET WITH PRV, DENSO 6E171, SUITS COR-48398 

< 
COS-97150 PRESSURE RELIEF VALVE, SUITS JOHN DEERE, SUITS COR-48398 

- 

3.5 COS-94475 MANIFOLD PLATE WITH R134A ACCESS в РЕУ, DENSO 10PA17C, FOR М°8 & 10 

9. 
DELPHI РАО ADAPTOR 
IMAGE PART N? DESCRIPTION 
CHECK ONLINE COS-94050 DELPHI SP21 N°10 PAD ADAPTOR 


> 
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Compressor Adaptors 


SANDEN РАО ADAPTORS 


PART N? DESCRIPTION 


COS-94080 SANDEN TR PAD WITH N? 8 MIOR FITTINGS, DISCHARGE 


COS-94090 SANDEN TR PAD WITH N°10 MIOR FITTINGS, SUCTION 


COS-94098 SANDEN SDB PAD WITH N? 8 MIOR FITTINGS, DISCHARGE 


ey COS-94100 SANDEN SDB PAD WITH N°10 MIOR FITTINGS, SUCTION 


тъ 
ኢረ ር05-92710 CONVERTS FALCON ЕО СО-59050 СОМРТО FALCON ጄል ТО 2/92 


p 152 
ነ аў ነ ) COS-92922 COMPRESSOR HEAD BOLT, SUITS SANDEN K/JE 4ОММ LONG 


SPACER, CONVERTS CO-59110 COMMODORE VS TO COMMODORE VN-VP-VR 


COS-95620 CO-59105 


COS-92925 PAD FITTING RETAINING BOLT, SUITS SANDEN N°2007-0040 


SEIKO PAD ADAPTORS 


IMAGE PART N° DESCRIPTION 
| АЯ 
ж. v COS-92752 РАО CONVERTS LANCER CE SEIKO 5596 ТО 5510 M6 BOLTS 
A 
హ్‌ టి 
2 w 
QoS 
ж 
іс < 
Т СО5-92818 SEIKO 5510 РАО - М? 8 MIOR 
i 
| Е 
CHECK ONLINE COS-92820 SEIKO 5510 PAD - №10 MIOR 
SAW a) 
ቀ" | COS-92860 CONVERTS ROTOLOC HEAD TO TUBE-ORING 
ча 
Ф; j COS-92875 CONVERTS TUBE-O HEAD TO ROTOLOC 


| 
g 
Е 
$ 
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Hose Clamps, Hose Saddles 


HOSE CLAMP WITH DISTANCE CLIPS 


IMAGE PART N? DESCRIPTION 
я, HC-48208 N? 6- 8 STAINLESS STEEL 
= 
A መ፡፡ 
Г А, HC-48210 N°10-12 STAINLESS STEEL 
“2-2 
7. 
ALUMINIUM LINE TIE-DOWN SADDLES 
IMAGE PART N? DESCRIPTION 
HC-48406 N? 6 FOR ALUMINIUM LINE 
HC-48408 N? 8 FOR ALUMINIUM LINE 
HC-48410 N°10 FOR ALUMINIUM LINE 


STANDARD AIRCON HOSE TIE-DOWN SADDLES 


IMAGE PART N? DESCRIPTION 
HC-48506 N? 6 FOR STANDARD AIRCON HOSE 
HC-48508 N? 8 FOR STANDARD AIRCON HOSE 
HC-48510 N°10-12 FOR STANDARD AIRCON HOSE 
HC-48512 N°12 FOR STANDARD AIRCON HOSE 
HC-48600 FOR DUAL STANDARD AIRCON HOSE 
CHECK ONLINE HC-48622 FOR DUAL STANDARD AIRCON HOSE H/DUTY, 2 MTG HOLES 
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HO-10120 


HO-10210 


HP-76180 


N°6-12 ALUMINIUM/FIBRE- 
GLASS HEAT RESISTANT 
HOSE PROTECTOR, 38MM 
X 600MM SLEEVE 


р R 
: теза 


HOSE, DRAIN, EVAPORATOR, ТОММ 
(3/8) 1.0. BLACK 


1/2" 13MM BLACK 


Evaporator Drainage, Hose Protection 


EVAPORATOR DRAINAGE 
но-10130 


HOSE, DRAIN, ЕМАРОКАТОК, 13MM 
(1/2) 1.0. BLACK 


HO-10300 


SUITS 13MM ( 1/2") ТО SEAL OFF 
EVAPORATOR CASING WHILST 
ALLOWING TO DRAIN 


4. 


HOSE PROTECTION 


НР-76260 


N°6 HOSE 16MM ID, 
BLACK FOAM RUBBER 
HOSE PROTECTOR, 2M 

LENGTH 


HP-76280 


N°8 HOSE 22MM ID, 
BLACK FOAM RUBBER 
HOSE PROTECTOR, 2M 

LENGTH 


Ë 
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HO-10200 


3/8" 10MM BLACK 


HO-12130 


13MM (1/2) 1.0. RUBBER, 4ООММ 
LONG WITH 90°REE ВЕМО 


HP-76300 


N°10 HOSE 25MM ID, 
BLACK FOAM RUBBER 
HOSE PROTECTOR, 2M 

LENGTH 


Hose - ОЕМ Replacement Assemblies 


HOSE - OEM REPLACEMENT ASSEMBLIES - AUTOMOTIVE 


HO-31448 
FORD 
1 
SUCTION-DISCHARGE, FORD 
FALCON EF 6 CYL, EARLY 
SCREW-TYPE, OE EF19D850E 
HO-31250 


У 
е 
FORD 
SUCTION-DISCHARGE , FORD 
FALCON AU 6 CYL, RUBBER/ 
ALUMINIUM 
- % = 
| i 
С <. 
2 - 
С \ мапа) 9 
| но-51259; 2 
ህ ке ыш 


ct details аге subje hange nout notice. Errors and omissions excepted 
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Hose - ОЕМ Replacement Assemblies 


НО-31256 
FORD 
ú INLINE AT ` SUCTION, FORD FALCON BA 6 
WW.HIGHG V CYL, RUBBER/ALUMINIUM 
HO-33496 
HOLDEN 


DISCHARGE, HOLDEN COMMODORE VR,VS V6 OE 92042036, RUBBER/ALUMINIUM 


HO-33500 
` 
HOLDEN 
LIQUID, HOLDEN COMMODORE 
VR,VS V6 ይ V8, (2-PIECE) 
ALUMINIUM 


| 
g 
: 
š 
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Hose - ОЕМ Replacement Assemblies 


Highgate 


HO-33507 


HOLDEN 


SUCTION-DISCHARGE, HOLDEN COMMODORE VT,VX V6, RUBBER/ALUMINIUM 


[] 
Æ 
9 
< 
НО-55502 
HOLDEN 
LIQUID, HOLDEN COMMODORE УТМУМХ V6 в V8, ALUMINIUM 
"- 
/ 
ý 
' 
HO-33513 
HOLDEN 
SUCTION-DISCHARGE, HOLDEN COMMODORE МУ V6, RUBBER/ALUMINIUM 
e 
2 
е 
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Hose - ОЕМ Replacement Assemblies 


HO-33503 


HOLDEN 


LIQUID, HOLDEN COMMODORE VZ V6 & V8, ALUMINIUM 


HO-33525 


HOLDEN 


SUCTION-DISCHARGE, HOLDEN COMMODORE VE V6 3.6L (SERIES | 3.6L ONLY), RUBBER/ALUMINIUM 


HO-33527 
HOLDEN 
© SUCTION-DISCHARGE, HOLDEN 
да СОММОРОВЕ МЕ Уб SERIES 
+ II (09/10-05/13), RUBBER/ 


| — / SL 


| 
g 
: 
š 
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Hose - ОЕМ Replacement Assemblies 


HO-33528 


HOLDEN 
| SUCTION-DISCHARGE, НОГОЕМ 


ерат COMMODORE МЕ V8 SS, 
RUBBER/ALUMINIUM 


HO-33840 


HOLDEN 


DISCHARGE, HOLDEN RODEO DIESEL 02-05, RUBBER/ALUMINIUM 


HO-33839 


HOLDEN 
| LIQUID, HOLDEN ВООЕО TF 
COND-DRIER, ALUMINIUM 
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Hose - ОЕМ Replacement Assemblies 


HO-33841 


HOLDEN 


LIQUID, HOLDEN RODEO DIESEL 02-03 DRIER TO TX, ALUMINIUM 


7 
е Ф 
НО-68210 
ТОҮОТА 
LIQUID, TOYOTA LANDCRUISER FZJ80 11/92-2/98 
< 
"d | е 
N “є 
N 
- ® 
— 


HO-68212 HO-68220 


TOYOTA TOYOTA 
LIQUID, TOYOTA ` 
Ë | LANDCRUISER 44 
WWW.HIGHGATEAIR.COM.AU FZJ80, HZJ80, WWW.HIGHGATEAIR.COM.AU 
HDJ80, 5/90-2/98 
R134A SYSTEM 


SUCTION, TOYOTA 
LANDCRUISER 
HZJ80 5/90-2/98, 
R134A SYSTEM 
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Hose - ОЕМ Replacement Assemblies 


Highgate 


HOSE - OEM REPLACEMENT ASSEMBLIES - TRUCK 
но-90100 


INTERNATIONAL 


TUBE, ORIFICE INLET, SUITS INTERNATIONAL TRUCK 


roduct details are subject to change without notice. Errors and omissions exceptec 
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50 
pu Technical Support 


YEARS 


We love a challenge. Let us 
help you with your hard to 
solve A/C issues! 


We have a team of experts who don't 
just sell products, we help solve your 
problems. 


Call us today, we are here to help! 


X; 1800 15 15 15 


